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ENVIRONMENTAL  PROTECTION 
A6ENCY 

[  40  CFR  Part  52  1 

NATIONAL  AMBIENT  AIR  QUALITY 
STANDARDS 

Approval  and  Promulgation  of  State 
Implementation  Plans 

On  May  31.  1972  (37  F.R.  10842),  pui- 
suant  to  section  110  of  the  Clean  Air  Act 
and  40  CFR  Part  51,  the  Administrator 
approved,  with  specified  exceptions.  State 
plans  for  implementation  of  the  national 
ambient  air  quality  standards.  Where 
the  Administrator  determined  that  a 
State  plan  or  portion  thereof  did  not 
meet  the  requirements  of  the  Act  and 
40  CFR  Part  51,  he  is  required,  under 
section  110(c)  of  the  Act,  to  propose  and 
subsequently  promulgate  regulations  set¬ 
ting  forth  a  substitute  implementation 
plan  or  portion  thereof. 

On  June  14,  1972  (37  F.R.  11826),  the 
Administrator  proposed  regulations  for 
25  of  the  States  which  had  plans  with 
disapproved  portions.  Regulations  for  12 
additional  States  are  proposed  below. 

Several  States  submitt^  supplemental 
plan  information  which  was  not  received 
in  time  to  be  considered  for  the  May  31 
publication.  This  issue  of  the  Federal 
Register  contains  revisions  to  the  ap¬ 
proval/disapproval  notices  for  these 
States  based  on  the  Administrator’s 
evaluation  of  this  additional  information. 
Some  of  the  regulatirais  proposed  below 
are  necessitated  by  these  revisions. 

The  approval/disapproval  notices  is¬ 
sued  on  May  31,  1972  (37  F.R.  10842), 
included  a  table  for  each  State  in  a  sec- 
ticm  titled  “Attainment  Dates  for  Na- 
ti(mal  Standards.”  The  dates  when  each 
State  intends  to  attain  the  national 
standards  are  set  forth  in  these  tables. 
Where  a  State  plan  did  not  provide  a 
specific  atttainment  date,  or  the  date 
provided  was  not  acceptable,  the  Admin¬ 
istrator  proposed  a  date.  Tlie  proposed 
dates  were  imderlined  in  the  table.  The 
Cleneral  Provisions  portion  of  the  regula¬ 
tions  proposed  below  includes  a  section 
titled  “Miscellaneous  Amendments.”  The 
purpose  of  this  section  is  to  set  forth  the 
Administrator’s  intent  to  prescribe  the 
proposed  dates.  A  similar  proposal  also 
was  made  for  23  of  the  25  States  for 
which  regulations  were  proposed  on 
June  14,  1972  (37  F.R.  11826). 

Some  of  the  regulations  proposed  below 
set  forth  procedures  for  reporting  and 
recordkeeping  by  source  owners  and 
operators  and  for  release  of  emission  data 
to  the  public.  Most  of  these  regulations 
are  included  because  the  States  involved 
do  not  have  the  necessary  legal  authority 
to  adopt  and  enforce  such  procedures. 
The  Administrator  has  such  authority 
under  section  114  of  the  Act  and  can 
delegate  it  to  the  States.  Accordingly, 
where  the  Administrator  promulgates  a 
regulation  for  source  recordkeeping  and 
reporting  or  public  availability  of  emis¬ 
sion  data,  the  State  may  request  a  delega- 


ticMi  of  authority  to  carry  out  these  regu¬ 
lations.  Such  requests  may  be  made  at 
any  time  and  should  be  addressed  to  the 
appropriate  Regional  Administrator. 

In  accordance  with  40  CFR  51.14, 
which  sets  forth  requirements  specifically 
applicable  to  implementation  of  the  na¬ 
tional  standards  for  nitrogen  dioxide, 
these  proposed  regulations  provide  for 
the  required  application  of  reasonably 
available  control  technology  to  sta¬ 
tionary  sources  of  nitrogen  oxides,  i.e., 
oil-fired  and  gas-fired  steam  generating 
stations  and  nitric  acid  plants,  in  those 
States  whose  implementation  plans 
failed  to  meet  this  requirement  of  40 
CFR  51.14.  The  application  of  such 
reasonably  available  control  technology 
was  a  requisite  of  an  acceptable  control 
strategy  in  air  quality  control  regions 
classified  Priority  I  with  reference  to 
nitrogen  dioxide. 

To  provide  time  for  preparation  of  im¬ 
plementation  plans,  decisions  on  classi¬ 
fication  of  air  quality  control  regions 
w'ere  made  in  November  1971  on  the  basis 
of  air  quality  data  available  at  that  time; 
the  classifications  set  forth  on  May  31, 
1972  (37  F.R.  10842),  reflected  these 
decisions.  For  most  regions,  these  data 
covered  only  a  relatively  short  time 
period  during  1971,  There  are  reasons  to 
believe  that  these  data  were  not  repre¬ 
sentative  of  actual  nitrogen  dioxide 
levels.  Laboratory  testing  just  completed 
and  air  quality  measurements  made  over 
a  period  of  several  months  in  a  large 
number  of  locations  suggest  that  these 
data  may  be  deficient  because  of  prob¬ 
lems  associated  with  routine  field  use  of 
the  Jacobs-Hochheiser  method.  Addi¬ 
tional  data  based  on  a  measurement 
method  more  suitable  for  routine  field 
use  will  be  available  by  the  end  of  the 
calendar  year  1972.  Based  on  these  data, 
the  Administrator’s  classification  of  air 
quality  control  regions,  with  reference  to 
nitrogen  dioxide,  will  be  reassessed  and, 
where  appropriate,  revised. 

It  is  not  the  Administrator’s  intention 
to  require  application  of  reasonably 
available  control  technology  to  sta¬ 
tionary  sources  of  nitrogen  oxides  in  air 
quality  control  regions  where  nitrogen 
dioxide  levels  are  below  the  national 
standard  unless  such  a  measure  clearly  is 
necessary  in  light  of  projected  growth. 
Therefore,  pending  reassessment  of  the 
regional  classifications  for  nitrogen  diox¬ 
ide,  the  Administrator,  in  promulgating 
the  nitrogen  oxides  emission  control 
regulations  proposed  below,  will  make  the 
regulations  effective  no  earlier  than 
July  1,  1973,  and  will  make  appropriate 
adjustments  to  the  proposed  require¬ 
ments  for  timing  of  compliance  and  sub¬ 
mittal  of  compliance  schedules.  This 
deferral  will  allow  time  for  reclassifica¬ 
tion  of  air  quality  control  regions,  where 
necessary,  and  corresponding  modifica¬ 
tion  of  emission  control  requirements. 
Similarly,  States  which  have  already 
adopted  nitrogen  oxides  emission  con¬ 
trol  regulations,  pursuant  to  40  CFR 
51.14,  will  not  be  expected  to  require 
compliance  with  such  regulations  or  sub¬ 


mittal  of  compliance  schedules  in  ad¬ 
vance  of  the  dates  the  Administrator 
prescribes  with  respect  to  the  regula¬ 
tions  he  promulgates. 

’The  regulations  proposed  below  also 
include  sulfur  oxides  emission  limita¬ 
tions  for  two  major  source  categories 
in  Western  States:  Nonferrous  smelters 
and  powerplants.  Uncontrolled  sulfur 
oxides  emission  rates  range  up  to  60 
tons  per  hour  from  nonferrous  smelters 
and  10  tons  per  hour  from  powerplants. 
The  emissions  are  generally  released 
through  tall  stacks,  frequently  in  remote 
mountainous  areas,  and  the  sources  are 
generally  isolated  from  each  other  and 
from  other  sources  of  sulfur  oxides  emis¬ 
sions  so  as  not  to  cause  an  additive  im¬ 
pact  on  air  quality.  There  is  limited 
measured  air  quality  data  available 
around  these  sources. 

The  proposed  regulations  for  the  non- 
ferrous  smelters  are  based  on  the  fol¬ 
lowing  criteria  and  considerations: 

(1)  Available  air  quality  data  were 
used  to  determine  the  control  required 
to  provide  for  the  attainment  and  main¬ 
tenance  of  the  national  standards  for 
sulfur  dioxide. 

(2)  Diffusion  models  were  used  to  esti¬ 
mate  sulfur  dioxide  concentrations  in 
areas  around  the  smelters  where  air 
quality  data  were  not  available.  The 
model  results  were  considered  as  a  guide 
in  proposing  emission  limitations  and 
utilizing  18-month  extensions. 

(3)  Where  available  air  quality  data 
indicate  that  less  than  reasonably  avail¬ 
able  control  is  required  to  attain  and 
maintain  the  national  primary  sulfur 
dioxide  standards,  but  diffusion  model 
results  indicate  more  than  reasonably 
available  control  technology  is  required, 
the  proposed  emission  limitations  require 
the  application  of  reasonably  available 
control  technology. 

(4)  Two-year  extensions  for  attaining 
the  primary  sulfur  dioxide  standards  are 
necessary  where  measured  air  quality 
data  indicate  that  a  smelter  must  install 
control  equipment  which  is  not  and  will 
not  be  available  by  July  31,  1975.  Such 
extensions  are  incorporated  into  the  reg¬ 
ulations  where  the  statutory  criteria  for 
the  use  of  the  extensions  are  met. 

(5)  Eighteen-month  extensions  are 
utilized  on  the  basis  of  either  available 
air  quality  data  or  diffusion  model  re¬ 
sults,  where  more  than  reasonably  avail¬ 
able  control  technology  is  required  to  at¬ 
tain  and  maintain  the  secondary  sulfur 
dioxide  standards. 

(6)  Reasonably  available  control 
technology  which  must  be  installed  by 
all  smelters  no  later  than  July  31,  1975, 
is  considered  to  include  properly  captur¬ 
ing  and  venting  all  emissions  through  a 
stack,  and  the  installation  of  sulfuric 
acid-producing  facilities,  or  their  equiv¬ 
alent,  on  gas  streams  from  roasters, 
converters,  and  sintering  machines.  The 
degree  of  control  from  acid-producing 
facilities  is  variable,  ranging  from  ap¬ 
proximately  60  to  90  percent  of  the  total 
smelter  sulfur  dioxide  emissions.  Other 
forms  of  emissions  control,  such  as  lime¬ 
stone  scrubbing,  dimethylaniline  aborp- 
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tion,  and  the  use  of  flash  smelting  with 
appropriate  controls  should  provide  for 
the  attainment  of  emission  limitations 
by  July  31, 1977,  where  2-year  extensions 
are  granted.  Intermittent  process  cxir- 
tailment  may  be  considered  a  reasonable 
interim  measure  of  control  for  primary 
standards  where  2-year  extensions  are 
necessary.  At  this  time,  it  is  not  con¬ 
sidered  an  acceptable  substitute  for 
permanent  control  systems  for  attaining 
and  maintaining  national  standards.  Ex¬ 
perience  with  systems  employing  inter¬ 
mittent  process  curtailment  indicates 
that  although  air  quality  is  improved, 
violations  of  ambient  air  quality  stand¬ 
ards  still  occur.  Additional  experience 
with  these  systems  may,  however,  in 
specific  cases  improve  their  reliability. 

(7)  All  sulfur  dioxide  emissions  are 
required  to  be  properly  captiired  and 
vented  through  a  stack.  Although  this 
may  result  in  some  improvement  in  air 
quality,  the  precise  degree  of  improve¬ 
ment  cannot  be  defined  at  this  time; 
accordingly,  it  could  not  be  taken  into 
consideration  in  determining  the  total 
degree  of  emission  control  required  to 
attain  and  maintain  the  national 
standards. 

(8)  Compliance  schedules  are  required 
by  December  31,  1972,  for  all  smelters 
that  will  not  be  in  compliance  with  the 
emission  limitations  by  December  31, 
1973.  The  compliance  schedules  miist 
provide  for  control  as  expeditiously  as 
practicable,  but  in  no  case  later  than 
July  31,  1975,  except  when  2-year  exten¬ 
sions  are  provided  and  then  no  later  than 
July  31,  1977.  Where  2-year  extensions 
are  provided,  the  affected  sources  must 
submit  a  compliance  schedule  which  in¬ 
cludes  reasonable  interim  measures  of 
control  which  will  be  taken  in  accord 
with  section  110(e)(2)(B)  of  the  Act. 
Since  intermittent  process  curtailment 
is  considered  a  reasonable  interim 
measure  of  control  under  certain  circum¬ 
stances,  the  compliance  schedules  must 
provide  for  their  application  where  rea¬ 
sonable.  Also,  these  compliance  sched¬ 
ules  must  include  provisions  for 
development,  evaluation,  and  application 
of  new  and  emerging  technological  alter¬ 
natives,  as  expeditiously  as  practicable. 

The  development  of  control  regu¬ 
lations  from  powerplants  differs  from 
the  nonferrous  smelters  only  in  that 
ambient  air  quality  data  is  not  available. 
The  powerplant  regulations  were  devel¬ 
oped  as  follows: 

(1)  Diffusion  models  were  used  to  de¬ 
termine  if  the  emissions  from  a  power- 
plant  have  the  potential  to  cause  pollu¬ 
tant  concentrations  in  excess  of  the  na¬ 
tional  standards.  Where  the  diffusion 
model  results  indicate  that  a  national 
standard  will  be  violated,  the  application 
of  control  technology  considered  to  be 
available  by  1977  is  required.  The  only 
alternative  available  to  power  plants  at 
this  time  for  controlling  emissions  of 
sulfur  oxides  is  alkaline  scrubbing.  Since 
the  design,  fabricaticai,  and  installation 
of  these  systems  is  a  lengthy  process,  it 


is  not  considered  reasonable  to  require 
an  existing  powerplant  to  have  such  a 
system  operational  before  July  31,  1977. 
Experience  from  the  operation  of  pilot 
studies  indicates  that  these  scrubbers  are 
capable  of  providing  at  least  70-percent 
control  on  powerplants  using  low  sulfim 
coal  (aroimd  0.5  percent  sulfur).  Air 
quality  data  will  become  available  in  the 
future  which  will  determine  if  the  re¬ 
quired  control  will  be  adequate  to  pro¬ 
vide  for  the  attainment  and  maintenance 
of  the  natimial  standards. 

(2)  Where  the  application  of  such  sys¬ 
tems  is  required,  a  2-year  extension  is 
utilized  to  provide  for  the  attainment  of 
the  primary  standards  and  July  31, 1977, 
is  prescribed  as  a  reasonable  time  for 
attainment  of  the  secondary  standards. 
The  compliance  schedules  for  plants  af¬ 
fected  by  2-year  extensions  must  include 
reasonable  interim  measures  of  control 
in  accord  with  section  110(e)  (2)  (B)  of 
the  Act. 

Where  a  State,  following  publication 
of  these  proposed  regulations,  adopts  a 
regulation  identical  or  equivalent  to  one 
proposed  below,  the  Administrator  will 
make  an  appropriate  modiflcation  of  his 
determination  with  respect  to  approv- 
ability  of  the  affected  portion  of  the 
State’s  plan  and  will  withdraw  the  pro¬ 
posed  regulation.  If  such  State  action  is 
taken  after  the  Administrator’s  promul¬ 
gation  of  such  a  regulation,  the  Adminis¬ 
trator  wil  rescind  the  regulation. 

It  is  the  Administrator’s  intent  to  hold 
public  hearings  on  all  proposed  regula¬ 
tions  in  order  to  provide  the  general  pub¬ 
lic  ample  opportunity  to  comment.  One 
or  more  public  hearings  will  be  held  in 
each  affected  State  no  sooner  than  30 
days  following  publication  of  these  pro¬ 
posed  regulations.  'The  exact  dates,  times, 
and  places  of  such  hearings  will  be  an¬ 
nounced  in  a  subsequent  issue  of  the  Fed¬ 
eral  Register.  Copies  of  these  proposed 
regulations  are  now  available  at  the 
Agency’s  regional  ofiBces. 

Interested  persons  may  also  partici¬ 
pate  in  this  rule  making  by  submitting 
written  comments  in  triplicate  to  the  ap¬ 
propriate  Regional  Administrator.  All 
comments  received  no  later  than  30  days 
after  the  date  of  publication  of  this  no¬ 
tice  will  be  considered.  Receipt  of  com¬ 
ments  will  be  acknowledged,  but  the 
Regional  Administrators  will  not  provide 
substantive  responses  to  individual  com¬ 
ments.  All  comments  will  be  available  for 
public  inspection  during  normal  business 
hours  at  each  regional  ofBce. 

'This  notice  of  proposed  rule  making  is 
issued  imder  the  authority  of  section  110 
of  the  Clean  Air  Act,  Public  Law  91-804, 
84  Stat.  1713. 

Dated:  July  13,1972. 

William  D.  Ruckelshaus, 
Administrator, 

Environmental  Protection  Agency. 

It  is  proposed  to  amend  Part  52  of 
Chapter  L  TiUe  40  of  the  Code  of  Federal 
Regulations  as  follows: 


Subpart  A — General  Provisions 

1.  Section  52.01  is  amended  by  adding 
paragraphs  (g)  through  (k)  as  follows: 

§  52.01  Definitions. 

•  *  •  •  • 

(g)  The  term  “heat  input’’  means  the 
total  gross  calorific  value  (where  gross 
calorific  value  is  measured  by  ASTM 
Method  D2015-66.  D240-64,  or  D1826-64) 
of  all  fuels  burned. 

(h)  The  term  “total  rated  capacity’* 
means  the  sum  of  the  rated  capacities  of 
all  fuel-burning  equipment  connected  to 
a  common  stack.  The  rated  capacity  shall 
be  the  maximmn  guaranteed  by  the 
equipment  manufactmer  or  the  maxi¬ 
mum  normally  achieved  during  use, 
whichever  is  greater. 

(i)  The  term  “smelter”  means  any 
installation  which  utilizes  facilities  such 
as  roasters,  converters,  reverberatory  or 
blast  furnaces,  sintering  machines,  ma¬ 
terials  handling  systems,  or  gas  cleaning 
systems  for  the  purpose  of  extracting  and 
refining  primary  nonferrous  metals  from 
ore. 

(J)  ’The  term  “exhaust  gas  system” 
means  any  equipment  or  combination  of 
equipment  such  as  fans,  ducts,  hoods,  or 
ventilators,  used  to  draw  off  ventilation 
air  (including  air  pollutants),  either 
through  natural  or  forced  draft. 

(k)  The  term  “sulfur  oxides,”  when 
used  in  an  emission  limitation  applicable 
to  smelters,  means  sulfur  dioxide  as 
measured  by  Method  8  in  the  appendix 
to  Part  60  of  this  chapter. 

2.  Section  52.11  is  amended  by  adding 
paragraph  (d)  as  follows: 

§52.11  Prevention  of  air  pollution 
emergeney  episodes. 

t  • 

(d)  Where  a  State  plan  does  not  pro¬ 
vide  for  acceptable  episode  criteria  and/ 
or  emission  control  actions  to  be  taken 
at  each  episode  stage,  the  Administra¬ 
tor.  in  carrying  out  his  responsibilities 
imder  section  303  of  the  Act,  will  be 
guided  by  the  suggested  episode  criteria 
and  emission  control  actions  set  forth  in 
Appendix  L  to  Part  51  of  this  chapter. 

3.  Subpart  A  is  amended  by  adding 
§  52.18  as  follows: 

§  52.18  Abbreviations. 

Abbreviations  used  in  this  part  shall 
be  those  set  forth  in  Part  60  of  this 
chapter. 

4.  Subpart  A  is  amended  by  adding 
§  52.19,  as  follows: 

§  52.19  Revision  of  plans  by  Adminis¬ 
trator. 

After  notice  and  opportunity  for  hear¬ 
ing  in  each  affected  State,  the 'Adminis¬ 
trator  may  revise  any  provision  of  an  ap¬ 
plicable  plan,  including  but  not  limited 
to  provisions  specifying  compliance 
schedules,  emission  limitations,  and  dates 
for  attainment  of  national  standards,  if : 

(a)  The  provision  was  promulgated  by 
the  Administrator,  and 
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(b)  The  plan,  as  revised,  will  be  con¬ 
sistent  with  the  Act  and  with  the  require¬ 
ments  applicable  to  implementation  plans 
under  Part  51  of  this  chapter. 

5.  m  Subparts  C.  D,  N,  O.  P,  BB,  CC, 
DD.  GG,  NN.  TT,  W.  and  YY,  the  note 
beneath  the  tables  setting  forth  dates  of 
attainment  of  national  standards  is 
amended  by  replacing  the  word  “pro¬ 
posed”  with  the  word  “prescribed.”  As 
amended,  the  note  reads: 

Note:  Dates  or  footnotes  which  are  under¬ 
lined  are  prescribed  by  the  Administrator 
because  the  plan  did  not  provide  a  ^>eclflc 
date  or  the  date  provided  was  not  acceptable. 

Subpart  D — Arizona 

6.  Section  52.125  is  amended  by  add¬ 
ing  paragraphs  (c)  and  (d)  as  follows: 

§  52.125  Control  strategy  and  regula¬ 
tions:  Sulfur  oxides. 

•  •  •  •  * 

(c)  Replacement  regulations  for  Reg¬ 
ulation  7-1-4.1  (.Phoenix-Tucson  Intra¬ 
state  and  Arizona-New  Mexico  Southern 
Border  Interstate  Regions) .  (1)  No  owner 
or  operator  of  any  smelter  in  the  Phoe¬ 
nix-Tucson  Intrastate  Region  (40  CFR 
81.36)  shall  discharge  or  cause  the  dis¬ 
charge  of  sulfur  oxides  into  the  atmos¬ 
phere  in  excess  of  the  following: 

(1)  In  Pima  County:  10,700  lbs.  per 
hour  (4,855  kg.  per  hour) . 

(il)  In  Pinal  Coimty:  4,950  lbs.  per 
hour  (2,245  kg.  per  hour) . 

(iii)  In  Gila  County,  on  or  about  the 

intersection  in  Zone  12  of  Univer¬ 
sal  Transverse  Mercator  coordinates 

513496m  (easting)  and  3696878m  (north¬ 
ing)  :  7,220  lbs.  per  hour  (3.275  kg.  per 
hour). 

(iv)  In  Gila  County,  on  ar  about  the 

Intersection  in  Zone  12  of  Universal 

Transverse  Mercator  coordinates 
521060m  (easting)  and  3651405m  (north¬ 
ing)  ;  7,220  lbs.  per  hour  (3,275  kg.  i>er 
hour). 

(iv)  In  Gila  County,  on  or  about  the 
intersection  in  Zone  12  of  Universal 

Transverse  Mercator  coordinates 
520505m  (easting)  and  3652409m  (north¬ 
ing)  :  1,530  lbs.  per  hoiu*  (695  kg.  per 
hour). 

(2)  No  owner  or  oi>erator  of  any 
smelter  in  the  Arizona  portion  of  the 
Arizonal-New  Mexico  Southern  Border 
Interstate  Region  (§  81.99  of  this  chap¬ 
ter)  shall  discharge  or  cause  the  dis¬ 
charge  of  sulfur  oxides  into  the  atmos¬ 
phere  in  excess  of  the  following; 

(1)  In  Cochise  County:  12,900  lbs.  per 
hour  (5,850  kg.  per  hour) . 

(ii)  In  Greenlee  County;  8,150  lbs. 
per  hour  (3,700  kg.  per  hour). 

(3)  No  owner  or  operator  of  any 
smelter  subject  to  the  provisions  of  sub- 
paragraphs  (1)  and  (2)  of  this  para¬ 
graph  shall  operate  any  facility  unless 
all  sulfiu*  oxides  emitted  from  such 
facility  are  vented  by  an  exhaust  gas  sys¬ 
tem  to  the  atmosphere  through  any  stack 
or  stacks  serving  such  facility. 

(4)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provisions 
of  S  52.134(a). 


(5)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  are  set  forth  below.  The 
methods  referenced  are  contained  in  the 
appendix  to  Part  60  of  this  chapter. 
Equivalent  methods  and  procedures  may 
be  used  if  approved  by  the  Administra¬ 
tor. 

(i)  When  testing  facilities  controlled 
by  a  sulfuric  acid  plant,  the  test  methods 
and  procedures  shall  be  those  prescribed 
in  §  60.85  of  this  chapter  except  that  the 
sampling  time  for  acid  plants  associated 
with  converters  shall  be  in  accordance 
with  subdivision  (v)  of  this  subpara¬ 
graph. 

(ii)  When  testing  imcontrolled  facili¬ 
ties  units  and  control  equipment  other 
than  acid  plants,  the  average  concentra¬ 
tion  of  siUfur  oxides  shall  be  determined 
by  using  Method  8,  except  that  the  sam¬ 
pling  time  for  control  equipment  asso¬ 
ciated  with  converters  shall  be  in  accord¬ 
ance  with  subdivision  (v)  of  this  sub- 
paragi'aph. 

(iii)  The  sampling  site  shall  be  se¬ 
lected  according  to  Method  1  and  the 
sampling  point  shall  be  the  centroid  of 
the  stack  or  duct. 

(iv)  The  volumetric  flow  rate  of  the 
total  effluent  shall  be  determined  by 
using  Method  2  and  traversing  according 
to  Method  1.  Gas  analysis  shall  be  per¬ 
formed  by  using  the  integrated  sample 
technique  of  Method  3,  and  moisture  con¬ 
tent  shall  be  determined  by  Method  4. 

(v)  The  sampling  time  for  testing 
converters  and  associated  control  equip¬ 
ment  shall  be  for  one  complete  converter 
cycle.  For  all  other  units,  the  sampling 
time  shall  be  2  hours  and  the  minimum 
sampling  volume  shall  be  40  ft.‘  (1.13m.*) . 

(vi)  All  tests  shall  be  conducted  while 
the  smelter  is  operating  at  or  above  the 
maximiun  production  rate  at  which  such 
smelter  is  capable  of  being  operated. 
During  the  tests,  the  smelter  shall  burn 
fuels,  use  raw  materials,  and  maintain 
process  conditions  representative  of  nor¬ 
mal  operation,  and  shall  operate  imder 
such  other  relevant  conditions  as  the 
Administrator  shall  sp>ecify. 

(6)  The  owner  or  operator  of  any 
smelter  subject  to  the  provisions  of  sub- 
paragraphs  (1)  and  (2)  of  this  paragraph 
shall  install,  or  cause  to  be  installed,  an 
instrument  for  continuously  monitoring 
and  recording  sulfur  dioxide  emissions 
in  each  stack  which  is  estimated  to  emit 
5  percent  or  more  of  the  total  imcon¬ 
trolled  hourly  sulfur  oxides  from  the 
smelter. 

(i)  The  performance  and  operating 
speciflcations  of  instrument(s)  and/or 
sampling  systems  to  be  installed  pursuant 
to  this  subparagraph  shall  be  submitted 
to  and  are  subject  to  approval  by  the 
Administrator.  A  description  of  the  per¬ 
formance  and  operating  speciflcations 
of  the  instrument(s)  and/or  sampling 
systems  shall  be  submitted  to  the  Ad¬ 
ministrator  not  later  than  3  months  after 
the  effective  date  of  this  regulation.  In¬ 
struments  shall  be  maintained,  cali¬ 
brated,  and  operated  in  accordance  with 


the  methods  prescribed  by  the  manu¬ 
facturer  of  such  instrument  (s). 

(ii)  The  owner  or  operator  of  any 
smelter  shall  maintain  a  record  of  all 
measurements  required  by  this  subpara¬ 
graph.  Measurement  results  shall  be  ex¬ 
pressed  in  the  units  prescribed  by  the 
emission  limitation  in  subparagraphs  (1) 
and  (2)  of  this  paragraph  and  shall  be 
summarized  monthly.  The  record  of  such 
measurements  shall  be  retained  for  at 
least  2  years  following  the  date  of  such 
measurements. 

(iii)  The  continuous  monitoring  and 
recordkeeping  requirements  of  this  sub- 
pmragraph  shall  become  applicable  6 
months  after  the  effective  date  of  this 
regulation. 

(d)  Replacement  regulation  for  Reg¬ 
ulation  7-l-4.2(.C)  (Solid  fossil-fuel  fired 
steam  generators  in  the  Four  Comers 
Interstate  Region).  (1)  No  owner  or  op¬ 
erator  of  any  soUd  fossil  fuel-flred  steam 
generating  equipment  located  in  the  Ari¬ 
zona  portion  of  the  Four  Comers  Inter¬ 
state  Region  ($81,121  of  this  chapter), 
which  has  a  total  rated  capacity  of  6,500 
million  B.t.u.  per  hour  or  greater  and 
which  is  not  subject  to  the  provisions  of 
Part  60  of  this  chapter  shall  discharge 
or  cause  the  discharge  of  sulfur  oxides 
into  the  atmosphere  in  excess  of  the 
amoimt  prescribed  by  the  following 
equation: 

5.7X10*  s 

- 

H 

Where: 

£^Allowable  sulfur  oxides  emission  (Ib./lO* 
B.t.u.) . 

S^ulfur  content,  in  percent  by  weight,  of 
fuel  being  burned. 

H^Heat  content  of  fuel  (B.t.u./lb.). 

(2)  Compliance  with  this  paragraph 
shall  be  In  accordance  with  the  provi¬ 
sions  of  §  52.134(a). 

(3)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  shall  be  those  prescribed  in 
§  60.46  of  this  chapter. 

7.  Section  52.126  is  amended  by  adding 
paragraph  (b)  as  follows: 

§  52.126  Control  strategy  and  regula¬ 
tions:  Partieiilate  matter. 

*  *  •  •  * 

(b)  Replacement  regulation  for  Regu¬ 
lation  7-1-3.6  of  the  Arizona  Rules  and 
Regulations  for  Air  Pollution  Control, 
Rule  31  (E)  of  Regulation  III  of  the  Mari¬ 
copa  County  Air  Pollution  Control  Rules 
and  Regulations,  and  Rule  2(B)  of  Regu¬ 
lation  II  of  the  Rules  and  Regulations  of 
the  Pima  County  Air  Pollution  Control 
District  (Phoenix-Tucson  Intrastate 
Region) .  (1)  No  owner  or  operator  of  any 
stationary  process  source  in  the  Phoenix- 
Tucson  Intrastate  Region  (§  81.36  of  this 
chapter)  shall  discharge  or  cause  the 
discharge  of  particulate  matter  into  the 
atmosphere  in  excess  of  the  hourly  rate 
shown  in  the  following  table  for  the 
process  weight  rate  Identifled  for  such 
source: 
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Process  weight 
rate  (pounds 
per  hour) 

60 . 

100  . . 

600  . - 

1,000  _ 

6,000  . 

10,000  . 

20,000  _ 

60,000  . 

80,000  . 

120,000  _ 

160,000  _ 

200,000  _ 

400,000  ... 

1,000,000 


Emission  rate 
(pounds  per 
hour) 

.  0. 36 

.  0. 66 

.  1.68 

.  2. 26 

.  6.34 

.  9. 73 

. 14.99 

. 29.60 

. 31. 19 

_ 33.28 

. 34.86 

. 36.11 

_ 40.36 

. 46.72 


shall  be  determined  by  the  condenser 
technique  of  Method  5. 

(iii)  All  tests  shall  be  conducted  while 
the  source  is  operating  at  or  above  the 
production  or  combustion  rate 
at  which  such  source  is  capable  of  being 
operated.  During  the  tests,  the  source 
shall  bum  fuels  or  combinations  of  fuels, 
use  raw  materials,  and  maintain  process 
conditions  representative  of  normal 
operation,  and  shall  operate  under  such 
other  relevant  conditions  as  the  Admin¬ 
istrator  shall  specify. 

8.  Section  52.127  is  amended  by  adding 
paragraph  (b)  as  follows: 


(1)  Interpolation  of  the  data  in  the 
table  for  process  weight  rates  up  to  60,000 
Ibs./hr.  shall  be  accomplished  by  use  of 
the  equation : 

=3 .69  JX"  ••  P:^30  tons/hr. 

and  interpolation  and  extrapolation  of 
the  data  for  process  weight  rates  in  ex¬ 
cess  of  60,000  Ibs./hr.  shall  be  accom¬ 
plished  by  use  of  the  equation: 

e=17.31  P® «  P>30  tons/hr. 

■Where 

E= Emissions  In  pounds  per  hour. 

P= Process  weight  in  tons  per  hour. 

(ii)  Process  weight  is  the  total  weight 
of  all  materials  and  solid  fuels  introduced 
into  any  specific  process.  Liquid  and  gas¬ 
eous  fuels  and  combustion  air  will  not  be 
considered  as  part  of  the  process  weight. 
For  a  cyclical  or  batch  operation,  the 
process  weight  per  hour  will  be  derived 
by  dividing  the  total  process  weight  by 
the  number  of  hours  in  one  complete 
operation  from  the  beginning  of  the  giv¬ 
en  process  to  the  completion  thereof, 
excluding  any  time  during  which  the 
equipment  is  idle.  For  a  continuous  oper¬ 
ation,  the  process  weight  per  hour  will 
be  derived  by  dividing  the  process 
weight  for  a  given  period  of  time  by  the 
number  of  horn's  in  that  period. 

(iii)  For  purposes  of  this  regulation, 
the  total  process  weight  from  all  similar 
units  employing  a  similar  type  process 
shall  be  used  in  determining  the  maxi¬ 
mum  allowable  emission  of  particulate 
matter. 

(2)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.134(a). 

(3)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  are  set  forth  below.  The 
methods  referenced  are  contained  in  the 
appendix  to  Part  60  of  this  chapter. 
Equivalent  methods  and  procedures  may 
be  used  if  approved  by  the  Administrator. 

(i)  For  each  sampling  repetition,  the 
average  concentration  of  particulate 
matter  shall  be  determined  by  using 
Method  5.  Traversing  dining  sampling  by 
Method  5  shall  be  according  to  Method  1. 
The  minimum  sampling  time  shall  be  2 
hours  and  the  minimum  sampling  volume 
shall  be  60  ft.*  (1.70  m.*),  corrected  to 
standard  conditions  on  a  dry  basis. 

(ii)  The  volumetric  fiow  rate  of  the 
total  effluent  shall  be  determined  by  using 
Method  2  and  traversing  according  to 
Method  1.  Gas  analysis  shall  be  per¬ 
formed  using  the  integrated  sample  tech¬ 
nique  of  Method  3,  and  moisture  content 


§  S2.127  Control  strategy  and  regula¬ 
tions:  Nitrogen  dioxide. 

#  #  •  #  « 

(b)  Regulation  for  the  control  of  nitro¬ 
gen  oxides  emissions.  (1)  No  owner  or 
operator  of  any  stationary  source  in  the 
Phoenix-Tucson  Intrastate  Region 
($  81.36  of  this  chapter)  shall  discharge 
or  cause  the  discharge  of  nitrogen  oxides 
(expressed  as  nitrogen  dioxide)  into  the 
atmosphere  in  excess  of : 

(1)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-fired  fuel 
burning  equipment  of  more  than  250 
million  B.t.u.  per  hour  heat  input. 

(ii)  0.30  lb.  per  million  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  fuel 
burning  equipment  of  more  than  250 
million  B.t.u.  per  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combination  in  fuel  burning  equipment 
of  more  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  limi¬ 
tation  shall  be  determined  by  proratiixi. 
Compliance  shall  be  determined  by  using 
the  following  formula: 

x(0.20)+]/(0.30) 


x+y 

Where : 

x=Tbe  percent  of  total  heat  input  derived 
from  gaseous  fossil  fuels. 
y=The  percent  of  total  heat  input  derived 
from  liquid  fossil  fuels. 
x=The  allowable  emissions  in  Ibe.  per  mil¬ 
lion  B.t.u. 

(2)  Where  solid  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fuels  in  fuel  burning  equip¬ 
ment,  the  emission  limitations  of  this 
paragraph  shall  not  apply. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.134(a) . 

(4)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  shall  be  those  prescribed  for 
nitrogen  oxides  in  §  60.74  of  this  chapter. 

9.  Section  52.129  is  amended  by  adding 
paragraph  (c)  as  follows: 

§  52.129  Review  of  now  M>ur4*e!>  and 
modifications. 

*  •  *  •  * 

(c)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  The  re¬ 
quirements  of  this  paragraph  are  appli¬ 
cable  to  any  stationary  source  in  Pima 
Coimty  in  the  Phoenix-Tucson  Intrastate 
Region  ($81.36  of  this  chapter). 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 


any  new  source  after  the  effective  date 
of  this  regulation  without  first  obtaining 
approval  from  the  Administrator  of  the 
location  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Admin¬ 
istrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(ill)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  stack  data, 
and  the  nature  and  amount  of  emissions. 
Such  Information  shall  be  sufficient  to 
enable  the  Administrator  to  make  any 
determination  pursuant  to  subparagraph 

(3)  of  this  paragraph. 

(V)  Any  additional  information,  plans, 
specifications,  evidence  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  ai^roval  to  construct  or  modify 
will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Ad¬ 
ministrator  that  the  source  will  not  pre¬ 
vent  or  interfere  with  attainment  or 
maintenance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval, 
conditional  approval,  or  denial  of  the 
application.  The  Administrator  will  set 
forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begim 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year, 

(6)  Approval  to  construct  or  modify 
shall  not  rdieve  any  owner  or  operator 
of  the  responsibility  to  comply  with  any 
local.  State,  or  Federal  regulation  which 
is  part  of  the  applicable  plan. 

10.  Section  52.130  is  amended  by  add¬ 
ing  paragraph  (c)  as  follows: 

§  52. 1 30  Source  Kurveilliince. 

•  •  •  •  * 

(c)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or  op¬ 
erator  of  any  stationary  source  in  the 
coimties  of  Gila,  Pinal,  or  Santa  Cruz 
in  the  Phoenix-Tucson  Intrastate  Re¬ 
gion  ($81.36  of  this  chapter);  or  the 
Arizona  portions  of  the  Pour  Comers, 
Clark-Mohave,  or  Arizona-New  Mexico 
Southern  Border  Interstate  Regions 
($$81,121,  81.80,  and  81.99  of  this 
chapter,  shall,  upon  notification  from 
the  Administrator,  maintain  records  of 
the  nature  and  amounts  of  emissions 
from  such  source  or  any  other  infor¬ 
mation  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  shall 
be  summarized  and  reported  to  the  Ad¬ 
ministrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  peri^.  Reporting  periods  are 
January  1  to  June  30  and  July  1  to 
December  31,  except  that  the  initial 
reporting  period  shall  commence  on  the 
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date  the  Administrator  issues  notifica¬ 
tion  of  the  recordkeeping  requirements. 

(3)  Information  rec<Htled  by  the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  i>ertlnent  report  is 
submitted. 

11.  In  Subpart  D,  §  52.134  is  added  as 
follows; 

§52.134  Compliance  scheduler. 

(a)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  subject  to 
5  52.125(c),  5  52.126(b),  or  5  52.127(b) 
shall  comply  with  such  regulation  on  or 
before  December  31,  1973.  The  owner  or 
operator  of  any  source  subject  to  5  52.125 
(d)  which  has  not  commenced  operation 
on  the  effective  date  of  this  regxilaticm 
shall  comply  with  such  regxilation  at  the 
time  operation  is  commenced,  unless  a 
compliance  schedule  has  been  submitted 
pursuant  to  subparagraph  (2)  of  this 
paragrraph. 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  5  52.125  (c)  or  (d).  5  52.126(b), 
or  5  52.127(b)  on  the  effective  date  of  this 
regulation  shall  certify  such  compliance 
to  the  Administrator  no  later  than  De¬ 
cember  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  5  52.125  (c)  or 
(d),  5  52.126(b),  or  5  52.127(b)  after  the 
effective  date  of  this  regulation  shall 
certify  such  compliance  to  the  Adminis¬ 
trator  within  5  days  of  the  date  compli¬ 
ance  is  achieved. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
Decraiber  31, 1972,  submit  to  the  Admin¬ 
istrator  foe  approval  a  proposed  compli¬ 
ance  schedule  that  demonstrates  compli¬ 
ance  with  5  52.125  (c)  or  (d),  5  52.126(b), 
or  5  52.127(b)  as  expeditiously  as  prac¬ 
ticable  but  no  later  than  the  dates  speci¬ 
fied  as  follows: 

(i)  July  31,  1977,  for  compliance  with 
5  52.125(c)(1)  (i),  (U),  (iv),  or  (v), 
5  52.125(c)(2),  or  5  52.125(d). 

(11)  July  31,  1975,  for  compliance 
with  5  52.125(c)  (l)(lii),  5  52.126(b),  or 
5  52.127(b), 

(3)  A  compliance  schedule  submitted 
pursuant  to  this  paragraph  shall  provide 
for  periodic  increments  of  progress  to¬ 
ward  compliance.  Increments  of  prog¬ 
ress  shall  include,  but  not  be  limited 
to:  Letting  of  necessary  contracts  for 
construction  or  process  changes,  if  ap¬ 
plicable;  initiation  of  construction;  com¬ 
pletion  and  startup  of  control  systems; 
performance  test  analysis  and  results. 

(4)  Any  cmnpliance  schedule  for  any 
stationary  source  subject  to  5  52.125  (c) 
or  (d),  which  extends  beyond  July  31, 
1975,  shall  consider  interim  measures  of 
control  designed  to  reduce  the  impact  of 
such  source  cm  public  health. 

(5)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  Increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment  of 


the  approved  compliance  schedule  has 
been  met. 

Subpart  N-ldaho 

12.  Section  52.675  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows: 

§  52.675  Control  Hirategy:  Sulfur 

oxides — Eastern  Idaho  Intrastate 
Region. 

•  •  •  *  • 

(b)  Regulation  for  control  of  sulfur 
oxides  emissions:  Sulfuric  acid  plants. 
(1)  No  owner  or  operator  of  any  sulfuric 
acid  plant  in  the  Eastern  Idaho  Intra¬ 
state  Region  (§81.190  of  this  chapter), 
which  is  not  subject  to  the  provisions  of 
Part  60  of  this  chapter,  shall  discharge 
or  cause  the  discharge  of  sulfur  oxides 
into  the  atmosphere  in  excess  of  25 
poimds  per  ton  (12.7  kg./metric  ton) 
of  100  percent  sulfuric  acid  produced. 

(2)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  5  52.677(b) . 

(3)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  shall  be  those  prescribed  in 
§  60.85  of  this  chapter. 

13.  Section  52.676  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows; 

§  52.676  C^ontrol  strategy:  Sulfur 

oxides — Eastern  Washinglon-lNorth* 
ern  Idaho  Interstate  Region. 

«  «  *  •  • 

(b)  Regulation  for  control  of  sulfur 
oxides  emissions:  Smelters.  (1)  No  owner 
or  operator  of  any  zinc  smelter  in  the 
Idaho  portion  of  the  Eastern  Washing¬ 
ton-Northern  Idaho  Interstate  Region 
(§  81.100  of  this  chapter)  shall  discharge 
or  cause  the  discharge  of  sulfur  oxides 
into  the  atmosphere  in  excess  of  1,180 
pounds  (543  kg.)  per  hour. 

(2)  No  owner  or  operator  of  any  lead 
smelter  in  the  Idaho  portion  of  the  East¬ 
ern  Washington-Northern  Idaho  Inter¬ 
state  Regpon  (5  81.100  of  this  chapter) 
shall  discharge  or  cause  the  discharge  of 
sulfur  oxides  into  the  atmosphere  in  ex¬ 
cess  of  619  pounds  (284  kg.)  per  hour. 

(3)  No  owner  or  operator  of  any 
smelter  subject  to  the  provisions  of  sub- 
paragraphs  (1)  and  (2)  of  this  para¬ 
graph  shall  operate  any  facility  unless 
all  sulfur  oxides  emitted  from  such  fa¬ 
cility  are  vented  by  an  exhaust  gas  system 
to  the  atmosphere  through  any  stack  or 
stacks  serving  such  facility. 

(4)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.677(b). 

(5)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  are  set  forth  below.  The  meth¬ 
ods  referenced  by  number  are  contained 
in  the  appendix  to  Part  60  of  this  chap¬ 
ter.  Equivalent  methods  and  procedures 
may  be  used  if  approved  by  the  Admin¬ 
istrator. 

(i)  When  testing  facilities  controlled 
by  a  sulfuric  acid  plant,  the  test  methods 
and  procedures  shall  be  those  prescribed 
in  5  60.85  of  this  chapter,  except  that 
the  sampling  time  for  acid  plants  asso¬ 
ciated  with  converters  shall  be  in  accord¬ 
ance  with  subdivision  (v)  of  this  sub- 
paragraph. 


(11)  When  testing  uncontrolled  facil¬ 
ities  and  control  equipment  other  than 
acid  plants,  the  average  concentration 
of  sulfur  oxides  shall  be  determined  by 
using  Method  8,  except  that  the  sampling 
time  for  control  equipment  associated 
with  converters  shall  be  in  accordance 
with  subdivision  (v)  of  this  subpara¬ 
graph. 

(iil)  The  sampling  site  shall  be  se¬ 
lected  according  to  Method  I  and  the 
sampling  point  shall  be  the  centroid  of 
the  stack  or  duct. 

(iv)  The  volumetric  flow  rate  of  the 
total  effluent  shall  be  determined  by 
using  Method  2  and  traversing  accord¬ 
ing  to  Method  1.  Gas  analysis  shall  be 
performed  by  using  the  integrated 
sample  technique  of  Method  3,  and 
moisture  content  shall  be  determined 
by  Method  4. 

(V)  The  sampling  time  for  testing 
converters  and  associated  control  equip¬ 
ment  shall  be  for  one  complete  con¬ 
verter  cycle.  For  all  other  units,  the 
sampling  time  shall  be  2  hours  and 
the  minimum  sampling  volume  shall 
be  40  ft.’  (1.13  m.’). 

(vi)  All  tests  shall  be  conducted 
while  the  smelter  is  operating  at  or 
above  the  maximum  production  rate  at 
which  such  smelter  is  capable  of  being 
operated.  During  the  tests,  the  smelter 
shall  bum  fuels,  use  raw  materials,  and 
maintain  process  conditions  representa¬ 
tive  of  normal  operation,  and  shall 
operate  under  such  other  relevant  con¬ 
ditions  as  the  Administrator  shall 
specify. 

(6)  The  owner  or  operator  of  any 
smelter  subject  to  the  provisions  of 
subparagraphs  (1)  and  (2)  of  this 
paragraph  shall  install,  or  cause  to  be 
installed,  an  instrument  for  con¬ 
tinuously  monitoring  and  recording 
sulfur  dioxide  emissions  in  each  stack 
which  would  emit  5  percent  or  more 
of  the  total  uncontrolled  hourly  sulfur 
oxides  emissions  from  the  smelter. 

(i)  The  performance  and  operating 
specifleations  of  instrument (s)  and/or 
sampiing  systems  to  be  installed  pur¬ 
suant  to  this  subparagraph  shall  be 
submitted  to  and  are  subject  to  ap¬ 
proval  by  the  Administrator.  A 
description  of  the  performance  and 
operating  specifications  of  the  instru- 
ment(s)  and/or  sampling  systems  shall 
be  submitted  to  the  Administrator  no 
later  than  3  months  after  the  effec¬ 
tive  date  of  this  regulation.  Instruments 
shall  be  maintained,  calibrated,  and 
operated  in  accordance  with  the 
methods  prescribed  by  the  manu¬ 
facturers  of  such  instrument (s ) . 

(ii)  The  owner  or  operator  of  any 
smelter  shall  maintain  a  record  of  all 
measurements  required  by  this  sub- 
paragraph.  Measurement  results  shall 
be  expressed  in  the  units  prescribed  by 
the  emission  limitation  in  subpara¬ 
graphs  (1)  and  (2)  of  this  paragraph 
and  shall  be  siunmarized  monthly,  llie 
record  of  such  measurements  shall  be 
retained  for  at  least  2  years  following 
the  date  of  such  measurements. 

(iii)  The  continuous  monitoring  and 
recordkeeping  equipment  requirements 
of  this  subparagraph  shall  become  ap- 
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plicable  6  months  after  the  effective 
date  of  this  regvilation. 

14.  Section  52.677  is  amended  by 
adding  paragraph  (b).  as  follows: 

§  52.677  Compliunve  nchedules. 

•  •  *  *  • 

(b)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph 

(2)  of  this  paragraph,  the  owner  or 
operator  of  any  stationary  source  sub¬ 
ject  to  $§  52.675(b)  and  52.676(b)  shall 
comply  with  such  regulation  on  or 
before  December  31,  1973. 

(1)  Any  owner  or  operator  in  com¬ 
pliance  with  $$  52.675(b)  and  52.676(b) 
on  the  effective  date  of  this  regulation 
shall  certify  such  compliance  to  the 
Administrator  no  later  than  Decem¬ 
ber  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  §§  52.675(b) 
and  52.676(b)  after  the  effective  date  of 
this  regulation  shall  certify  such  com¬ 
pliance  to  the  Administrator  within  5 
days  of  the  date  compliance  is  achieved. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  may,  no  later  than 
December  31,  1972,  submit  to  the  Ad¬ 
ministrator  for  approval  a  posposed 
compliance  schedule  that  demonstrates 
compliance  with  §  56.675(b)  as  expedi¬ 
tiously  as  practicable  but  not  later  than 
July  31,  1975,  and  with  5  52.676(b)  as 
expeditiously  as  practicable  but  no  later 
than  July  31,  1977. 

(i)  The  compliance  schedule  shall 
provide  for  periodic  increments  of  prog¬ 
ress  toward  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting 
of  necessary  contracts  for  construction 
or  process  changes,  if  applicable;  initia¬ 
tion  of  construction;  completion  and 
startup  of  control  systems;  performance 
tests;  and  submittal  of  performance  test 
analysis  and  results. 

(ii)  Any  compliance  schedule  for  any 
stationary  source  subject  to  §  52.676(b) 
which  extends  beyond  July  31, 1975,  shall 
provide  for  interim  measures  of  control 
designed  to  reduce  the  Impact  of  emis¬ 
sions  from  such  source  on  public  health. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator  whether 
or  not  the  required  increment  of  the  ap¬ 
proved  compliance  schedule  has  been 
met. 

15.  Section  52.679  is  amended  by  add¬ 
ing  paragraphs  (c)  and  (d),  as  follows: 

§  52.679  Revir^v  of  now  stnirees  and 
niodifi  rations. 

•  #  •  •  • 

(c)  Regulation  for  the  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  which  is  not  subject  to  Regrulation 
A,  General  Provlsitms  of  the  rules  and 
regulations  for  the  Control  of  Air  Pollu¬ 
tion  in  the  State  of  Idaho,  the  construc¬ 
tion  or  modification  of  which  is  com¬ 
menced  after  the  effective  date  of  this 
regulation. 


(2)  No  owner  or  operator  shall  com¬ 
mence  ccmstruction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  and  design  of  such  soiu-ce. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
fiunished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Adminis¬ 
trator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(ill)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  plans,  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  source,  the 
nature  and  amount  of  emissions,  and 
the  maimer  in  which  it  will  be  operated 
and  controlled. 

(V)  Any  additional  informaticm,  plans, 
specifications,  evidence  or  documentation 
that  the  Administrator  may  require  shall 
be  furnished  upon  request. 

(3)  No  approval  to  construct  or  modify 
will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State 
or  Federal  regulation  which  Is  part  of 
the  applicable  plan;  and 

(ii)  The  source  will  not  prevent  or  in¬ 
terfere  with  attaiiunent  or  maintenance 
of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval, 
conditional  approval,  or  denial  of  the 
application.  The  Administrator  will  set 
forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  conditions  upon  an  ap¬ 
proval,  including  conditions  requiring  the 
source  to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require, 

(ii)  Safe  access  to  each  port, 

(iii)  Instrumentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begim 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shall 
furnish  the  Administrator  written  notifi¬ 
cation  as  follows: 

(i)  A  notification  of  the  anticipated 
date  of  initial  startup  of  the  source  not 
more  than  60  days  or  less  than  30  days 
prior  to  such  date. 

(ii)  A  notification  of  the  actual  date 
of  initial  startup  of  the  source  within 
15  days  after  such  date. 

(8)  Within  60  days  after  achieving 
the  maximum  production  rate  at  which 
the  source  will  be  operated  but  not  later 
than  180  days  after  initial  startup  of 
such  source,  the  owner  or  operator  of 
such  source  shall  conduct  a  performance 
test  in  accordance  with  methods  and 
under  operating  conditions  approved  by 
the  Administrator  and  furnish  the  Ad¬ 


ministrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  perform¬ 
ance  tests. 

(iii)  The  owner  or  operator  of  a  source 
shall  provide  the  Administrator  15  days 
prior  notice  of  the  performance  test  to 
afford  the  Administrator  the  opportunity 
to  have  an  observer  present. 

(9)  Approval  to  construct  shall  not  be 
required  for: 

(1)  The  installation  or  alteration  of  an 
air  pollution  detector,  air  pollutants 
recorder,  combustion  controller,  or  com¬ 
bustion  shutoff. 

(ii)  Air  conditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(iii)  Fuel  burning  equipment,  other 
than  smokehouse  generators,  which  uses 
gas  as  a  fuel  for  space  heating,  air  con¬ 
ditioning,  or  heating  water;  is  used  in  a 
private  dwelling;  or  has  a  heat  input  of 
not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm.-cal./hr.) 

(iv)  Mobile  internal  combustion  en¬ 
gines. 

(V)  Laboratory  equipment  used  ex¬ 
clusively  for  chemical  or  physical 
analysis. 

(vi)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 

(d)  Regulation  for  the  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  in  the  State  of  Idaho,  the  con¬ 
struction  or  modification  of  which  is 
commenced  after  the  effective  date  of 
this  regulation. 

(2)  Approval  to  construct  or  modify 
shall  not  relieve  any  owner  or  operator 
of  the  responsibility  to  comply  with  all 
local.  State,  and  Federal  regulations 
which  are  part  of  the  applicable  plan. 

Subpart  O — Illinois 

16.  Section  52.723  is  amended  by  add¬ 
ing  paragraph  (c) ,  as  follows: 

§  52.723  Prevention  of  air  p«tlliilion 
emergency  episode*!*. 

*  *  •  *  • 

(c)  Regulation  for  emission  control 
action  programs.  (1)  The  owner  or 
operator  of  any  stationary  source  in  the 
State  of  Illinois  which  emits  100  tons  or 
more  per  year  of  any  pollutant  for  which 
the  region  (Part  81  of  this  chapter)  in 
which  the  source  is  located  is  classified 
Piiority  I  (§  52.721)  shall  prepare  and 
submit  to  the  Administrator  a  standby 
plan  for  reducing  or  eliminating  emis¬ 
sions  of  air  pollutants  during  periods  of 
an  Air  Pollution  Alert,  Air  Pollution 
Warning  and  Air  Pollution  Emergency 
as  defined  in  Appendix  L  of  Part  51  of 
this  chapter. 

(i)  Each  such  plan  shall  be  submitted 
within  90  days  of  the  effective  date  of  this 
regulation  and  shall  be  subject  to  review 
and  approval  by  the  Administrator.  Any 
such  plan  will  be  approved  unless  the 
Administrator  notifies  the  owner  or 
operator  within  60  days  that  such  plan 
has  been  disapproved.  The  Administrator 
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will  set  forth  his  reasons  for  any  dis¬ 
approval. 

(ii)  Each  such  plan  shall  Identify  the 
air  pollutants  emitted  by  the  source,  the 
specific  facility  from  which  each  air  pol¬ 
lutant  is  emitted,  the  manner  In  which 
reduction  of  emisslcxis  will  be  achieved 
during  an  Air  Pollution  Alert,  Warning, 
or  Emergency,  and  the  approximate 
reduction  in  emissions  to  be  achieved  by 
each  reduction  measiu'e. 

(iii)  Diu-ing  an  Air  Pollution  Alert. 
Warning,  or  Emergency,  a  copy  of  such 
plan  shall  be  made  available  on  the 
source  premises  for  inspection  by  the 
Administrator. 

(2)  Upon  notification  by  the  Admin¬ 
istrator  that  an  Air  Pollution  Alert, 
Warning,  or  Emergency  has  been  de¬ 
clared,  the  owner  or  (qjerator  of  each 
source  which  has  a  standby  plan  ap¬ 
proved  by  the  Administrator  shall  imple¬ 
ment  the  emission  reduction  measures 
specified  in  such  plan. 

(3)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  in  the  State  of  Illinois 
not  subject  to  the  requirements  of  sub- 
paragraph  (1)  of  this  paragraph  shall, 
when  requested  by  the  Administrator  in 
writing,  prepare  and  submit  a  standby 
plan  in  accordance  with  this  paragraph. 

17.  Section  52.726  is  amended  by 
adding  paragraph  (b),  as  follows: 

§  52.726  Rules  and  regulations. 

•  *  •  •  * 

(b)  Regulation  for  control  of  particu¬ 
late  matter  emissions.  (1)  On  and  after 
the  dates  prescribed  herein,  no  person 
shall  offer  for  sale.  sell,  or  purchase  for 
use  in  any  residential  or  commercial 
building  which  is  located  in  Chicago.  HI., 
nor  shall  any  person  cause  the  use  of.  or 
use  in  any  residential  or  commercial 
building  which  is  located  in  Chicago,  Ill., 
any  solid  fuel  which  contains  ash  in 
excess  of  the  following  limits: 

Maximum  ash  content 
(percent,  by  weight)  Compliance  date 
8.0  December  31,  1973 

2.0  July  31,  1975 

For  the  purpose  of  this  paragrt^h, 
“residential  or  commercial  building" 
shall  be  any  such  building  referred  to  in 
the  opinion  of  the  court  in  Case  No. 
27CH1484  of  the  Circuit  Court  of  Cook 
County  dated  April  13,  1972. 

(2)  The  Administrator  may  grant  an 
exemption  from  the  requirements  of  sub- 
paragraph  (1)  of  this  paragraph  to  the 
owner  or  operator  of  any  residential  or 
commercial  building  who  demonstrates 
to  the  satisfaction  of  the  Administrator 
that  the  emissions  of  particulate  matter 
into  the  atmosphere  from  such  building 
will  be  controlled  so  as  not  to  exceed  the 
emissions  of  particulate  matter  which 
would  result  if  solid  fuel  having  an  ash 
content  not  in  excess  of  the  July  31, 1975, 
limit  prescribed  in  subparagraph  (1)  of 
this  paragraph  were  used  by  such  owner 
or  operator. 

(i)  The  Administrator  may  grant  such 
an  exemption  when  he  approves  a  pro¬ 
posed  compliance  schedule  submitted  to 
him  by  an  owner  or  operator.  Such  com¬ 
pliance  schedule  must  be  submitted  no 


later  than  December  31,  1972.  The  com¬ 
pliance  schedule  shall  contain  the  dem¬ 
onstration  of  equivalent  emissions  re¬ 
quired  by  this  subparagraph  and  shall 
demonstrate  compliance  with  such  emis¬ 
sion  limitations  as  expeditiously  as  prac¬ 
ticable,  but  no  later  than  July  31,  1975. 
The  compliance  schedule  shsdl  provide 
for  periodic  increments  of  progress  to¬ 
ward  compliance.  The  dates  for  achieve¬ 
ment  of  such  increments  shall  be  speci¬ 
fied.  Increments  of  progress  shall  include, 
but  not  necessarily  be  limited  to:  Letting 
of  necessary  contracts  for  construction; 
initiation  of  construction;  completion 
and  startup  of  control  systems,  perform¬ 
ance  tests;  and  submittal  of  performance 
test  analysis  and  results. 

(ii)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  subparagraph  shall,  with  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment  of 
the  approved  schedule  has  been  met. 

(iii)  The  Administrator  may  grant 
such  an  exemption  to  any  owner  or  oper¬ 
ator  who  does  not  submit  a  compliance 
schedule  pursuant  to  subdivision  (i)  of 
this  subparagraph  only  if  such  owner  or 
operator  demonstrates  that  the  emis¬ 
sions  of  particulate  matter  are  controlled 
so  as  not  to  exceed  the  emissions  pre¬ 
scribed  in  this  subparagraph. 

(iv)  Any  owner  or  operator  request¬ 
ing  such  an  exemption  shall  submit  such 
reports  or  other  information  as  the  Ad¬ 
ministrator  may  require  to  determine 
actual  and  projected  particulate  matter 
emissions. 

(v) The  Administrator  may  condition 
any  exemption  granted  pursuant  to  this 
subparagraph  as  he  deems  necessary  to 
insure  that  particulate  matter  emis¬ 
sions  will  not  exceed  emissions  which 
would  result  from  compliance  with  sub- 
paragraph  (1)  of  this  paragraph. 

(vi)  The  prohibiticm  in  subparagraph 

(1)  of  this  paragraph  against  offering  for 
sale  or  selling  solid  fuel  containing  ash  in 
excess  of  the  limitations  contained  there¬ 
in  shall  not  apply  to  any  person  who  sells 
or  offers  to  sell  solid  fuel  to  a  source 
which  has  been  granted  an  exemption 
pursuant  to  this  subparagraph. 

(3)  Any  person  who  sells  solid  fuels 
for  use  in  Chicago,  HI.,  shall  maintain  a 
record  of  each  sale  for  2  years  after  the 
date  of  such  sale.  Such  record  shall  in¬ 
clude  a  notification  to  the  purchaser  of 
the  ash  contmt  (percent,  by  weight)  of 
the  solid  fuel  sold,  which  shall  be  signed 
by  the  piu-chaser,  or  his  agent  or  em¬ 
ployee.  This  record  shall  be  available  for 
inspectiOTi  by  the  Administrator  during 
normal  business  hours. 

(4)  The  ash  content  of  solid  fuels  shall 
be  determined  in  accordance  with  the 
American  Society  for  Testing  and  Ma¬ 
terials  Method  D492-48  or  by  any  other 
method  approved  by  the  Administrator. 

(5)  Test  methods  and  procedures  used 
to  determine  compliance  with  subpara¬ 
graph  (2)  of  this  paragraph  shall  be 
those  prescribed  for  particulate  matter 
In  §  60.46  of  this  chapter. 


Subpart  P — Indiana 

18.  Section  52.774  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows; 

§  52.774  General  requirements. 

«  *  *  *  « 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  Each  owner  or 
operator  of  any  stationary  source  in 
the  State  of  Indiana  shall,  upon  noti¬ 
fication  from  the  Administrator,  main¬ 
tain  records  of  the  nature  and  amounts 
of  emissions  from  such  source  and/or 
any  other  Information  as  may  be 
deemed  necessary  by  the  Administrator 
to  determine  whether  such  source  is  in 
compliance  with  applicable  emission 
limitations  or  other  control  measiures. 

(2)  The  information  recorded  shall 
be  summarized  and  reported  to  the  Ad¬ 
ministrator,  on  forms  furnished  by  the 
Administrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the 
reporting  period.  Reporting  periods  are 
January  1  to  Jime  30  and  July  1  to 
December  31,  except  that  the  initial  re¬ 
porting  period  shall  commence  on  the 
date  the  Administrator  issues  notifica¬ 
tion  of  the  recordkeeping  requirements. 

(3)  Information  recorded  by  the  own¬ 
er  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the 
Administrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

(4)  Emission  data  obtained  from  own¬ 
ers  or  o{}erators  of  stationary  sources 
will  be  correlated  with  applicable  emis¬ 
sion  limitations  and  other  control  meas¬ 
ures  and  will  be  available  to  the  public 
during  normal  business  hours  at  the 
Regional  Oflace  (Region  V). 

19.  Section  52.776  is  amended  by  add¬ 
ing  paragraph  (c),  as  follows: 

§  52.776  Control  strategy:  Particulate 
matter. 

•  *  •  •  • 

(c)  Regulation  for  control  of  particu¬ 
late  matter  emissions  (Metropolitan 
Indianapolis  Intrastate  Region).  (1) 
No  owner  or  operator  of  any  stationary 
source  in  the  Metropolitan  Indianapolis 
Intrastate  Region  (§81.29  of  this  chap¬ 
ter)  shall  discharge  or  cause  the  dis¬ 
charge  of  particulate  matter  into  the 
atmosphere  from  any  solid-fuel  burning 
equipment  which  is  in  excess  of  0.30  lb. 
per  million  B.t.u.  (0.54  g.  per  million 
cal.)  heat  input. 

(2)  This  regulation  shall  not  apply  to 
any  solid-fuel  burning  equipment  used 
for  space  heating  and  having  a  total 
rated  capacity  of  less  than  350,000  B.t.u. 
per  hour  (88.2  million  g.-cal./hr.)  heat 
input. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.778(c) . 

(4)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  shall  be  those  prescribed  for 
particulate  matter  in  §  60.46  of  this 
chapter. 

20.  Section  52.777  is  ammded  by  add¬ 
ing  paragraph  (b) ,  as  follows: 
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§  52.777  Control  atratcgy:  Photochem- 
iral  oxidants  (hydrocarbons). 

•  •  •  •  • 

(b)  Regulation  for  control  of  hydro¬ 
carbon  emissions  from  organic  solvents 
{Metropolitan  Indianapolis  Intrastate 
Region).  (1)  No  person  in  the  Metro¬ 
politan  Indianapolis  Intrastate  Region 
(§81.29  of  this  chapter)  shall  emit  or 
cause  the  emission  of  more  than  3  pounds 
(1.3  kg.)  of  organic  materials  in  any  1 
hour  or  15  pounds  (6.8  kg.)  of  organic 
materials  in  any  1  day  (24  hours)  from 
any  article,  machine,  or  equipment  unless 
all  organic  materials  emltt^  from  such 
article,  machine,  or  equipment  are  re¬ 
duced  by  at  least  85  percent  from  emis¬ 
sions  before  the  application  of  any  con¬ 
trol  equipment  or  process. 

(1)  The  aggregate  emissions  of  organic 
materials  into  the  atmosphere  from  any 
series  of  articles,  machines,  or  equip¬ 
ment  designed  for  processing  a  continu¬ 
ously  moving  sheet,  web,  strip,  or  wire 
by  a  combination  of  (aerations  shall 
comply  with  the  requirements  of  this 
paragraph. 

(ii)  Emissions  of  organic  materials 
into  the  atmosphere  which  result  from 
the  cleaning  of  any  article,  machine,  or 
equipment  with  organic  solvents  shall 
be  included  with  the  other  emissions  of 
organic  materials  from  such  article, 
machine,  or  equipment  in  determining 
compliance  with  this  paragraph. 

(iii)  Emissions  of  organic  materials 
into  the  atmosphere  which  result  from 
the  spontaneous  drying  of  products  after 
their  removal  from  any  article,  machine, 
or  equipment  shall  be  included  with  other 
emissions  of  organic  materials  from  such 
article,  machine,  or  equipment  in  deter¬ 
mining  compliance  with  this  paragraph. 

(2)  Each  person  subject  to  this  para¬ 
graph  shall  install  and  operate,  and 
maintain  in  calibration  and  good  working 
order  devices  specified  by  the  Admin¬ 
istrator  for  indicating  temperatures, 
pressures,  rates  of  fiow,  or  other  operat¬ 
ing  conditions  necessary  to  determine  the 
degree  and  effectiveness  of  air  pollution 
controls. 

(3)  Any  person  using  organic  solvents 
or  any  substances  containing  organic 
solvents  in  any  article,  machine,  or  equip¬ 
ment  shall  supply  the  Administrator, 
upon  request  and  in  the  manner  ancl 
form  prescribed  by  him,  written  evidence 
of  the  chemical  composition,  physical 
properties,  and  amount  consumed  of  each 
organic  solvent  used. 

(4)  The  provisions  of  this  paragraph 
shall  not  apply  to: 

(i)  The  manufacture  of  organic 
solvents. 

( ii )  The  spraying  or  other  employment 
of  insecticides,  pesticides,  or  herbicides. 

(iii)  Industrial  surface  coating  opera¬ 
tions  when  the  coating’s  solvent  makeup 
is  water-based  and  does  not  exceed  20 
percent  of  organic  materials  by  volume. 

(iv)  The  use  of  the  following  solvents: 
Saturated  halogenated  hydrocarbons, 
perchloroethylene,  benzene,  acetone. 
Ci-Cs  n-parafi5ns,  cyclohexanone,  ethyl 
acetate,  diethylamine,  isobutyl  acetate, 
isoprophyl  alcohol,  methyl  benzoate,  2- 
nitropropane,  phenyl  acetate,  and  tri- 
ethylamlne,  and  any  organic  solvents 
that  have  been  determined  by  the  Ad¬ 


ministrator  to  be  photochemlcally  unre¬ 
active  in  the  formatlcm  of  oxidants. 

(5)  For  the  purposes  of  this  para¬ 
graph: 

(i)  Organic  materials  are  defined  as 
chemical  compounds  of  carbon,  exclud¬ 
ing  carbon  monoxide,  carbon  dioxide, 
carbonic  acid,  metallic  carbides,  metallic 
carbonates,  and  ammonium  carbonate; 

(ii)  Organic  solvents  are  defined  as 
organic  materials  which  are  liquids  at 
standard  conditions,  and  include  diluents 
which  are  used  as  dissolvers,  viscosity 
reducers,  and  cleaning  agents. 

(6)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.778(c) . 

21.  Section  52.778  is  amended  by  add¬ 
ing  paragraphs  (c)  and  (d),  as  follows: 

§  .52.778  Compliaiire  »trhedulo!it. 

*  «  *  «  « 

(c)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  subject  to 
§§  52.776(c),  52.777(b),  or  APC-13  of 
the  Indiana  “Air  Pollution  Control  Regu¬ 
lations”  shall  comply  with  such  regula¬ 
tion  on  or  before  December  31,  1973. 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  §§  52.776(c),  52.777(b),  or 
APC-13  of  the  Indiana  “Air  Pollution 
Control  Regulations”  on  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  no  later 
than  December  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  §§  52.776(c). 
52.777(b),  or  APC-13  of  the  Indiana  “Air 
Pollution  Control  Regulations”  after  the 
effective  date  of  this  regulation  shall 
certify  such  compliance  to  the  Adminis¬ 
trator  within  5  days  of  the  date  com¬ 
pliance  is  achieved. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
( 1 )  of  this  paragraph  may,  no  later  than 
December  31,  1972,  submit  to  the  Ad¬ 
ministrator  for  approval  a  proposed 
compliance  schedule  that  demonstrates 
compliance  with  §§  52.776(c),  52,777(b), 
or  APC-13  as  expeditiously  as  practicable 
but  no  later  than  July  31,  1975.  The 
compliance  schedule  shall  provide  for 
periodic  increments  of  progress  toward 
compliance.  The  dates  for  achievement 
of  such  increments  shall  be  specified.  In¬ 
crements  of  progress  shall  include,  but 
not  be  limited  to:  Letting  of  necessary 
contracts  for  construction  or  process 
changes,  if  applicable;  initiation  of  con¬ 
struction:  completion  and  startup  of 
control  system:  performance  tests;  sub¬ 
mittal  of  performance  test  analysis  and 
results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of 
progress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  compliance  schedule  has 
been  met. 

(d)  Regulation  for  increments  of 
progress.  (1)  Except  as  provided  in  sub- 
paragraph  (2)  of  this  paragraph,  the 
owner  or  operator  of  any  stationary 
source  subject  to  APC-15,  -16,  or  -17  of 
the  Indiana  “Air  Pollution  Control  Regu¬ 
lations”  shall,  no  later  than  Decem¬ 


ber  31. 1972,  submit  to  the  Administrator 
for  approval  a  proposed  compliance 
schedule  that  demonstrates  compliance 
with  such  regulation  as  expeditiously  as 
practicable  but  no  later  than  January  1. 
1975.  The  compliance  schedule  shall  pro¬ 
vide  for  periodic  increments  of  progress 
toward  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to;  Letting 
of  necessary  contracts  for  construction 
or  process  changes,  if  applicable:  initia¬ 
tion  of  construction;  completion  and 
startup  of  control  system;  performance 
tests;  submittal  of  performance  test 
analysis  and  results. 

(2)  Where  any  such  owner  or  operator 
demonstrates  to  the  satisfaction  of  the 
Administrator  that  compliance  with 
such  regulation  will  be  achieved  on  or 
before  December  31,  1973,  no  compliance 
schedule  shall  be  required. 

(3)  Any  owner  or  operator  required 
to  submit  a  compliance  schedule  pursu¬ 
ant  to  this  paragraph  shall,  within  5 
days  after  the  deadline  for  each  incre¬ 
ment  of  progress,  certify  to  the  Admin¬ 
istrator  whether  or  not  the  required 
increment  of  the  approved  compliance 
schedule  has  been  met. 

22.  Section  52.780  is  amended  by  add¬ 
ing  paragraph  (d),  as  follows: 

§  52.780  Review  of  new  nourees  anti 
modifiealionH. 

*  •  •  •  * 

(d)  Replacement  regulation  for 
APC-1  of  Indiana’s  “Air  Pollution  Con¬ 
trol  Regulations".  (1)  This  requirement 
is  applicable  to  any  stationary  source  in 
the  State  of  Indiana,  the  construction 
or  modification  of  which  is  commenced 
after  the  effective  date  of  this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  soi  ce  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  and  design  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the 
Administrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  ac¬ 
companied  by  site  information,  plans, 
descriptions,  specifications  and  drawings 
showing  the  design  of  the  source,  the 
nature  and  amount  of  emissions,  and  the 
manner  in  which  it  will  be  operated  and 
controlled. 

(V)  Any  additional  information,  plans, 
specifications,  evidence,  or  .documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

( 3 )  No  approval  to  construct  or  modify 
will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that : 

(i)  The  soiu-ce  will  operate  without 
causing  a  violation  of  any  local.  State, 
or  Federal  regulation  which  is  part  of 
the  applicable  plan;  and 

(ii)  The  source  will  not  prevent  or 
Interfere  with  attainment  or  mainte¬ 
nance  of  any  national  standard. 
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(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  appUcant  in  writing  of  his  approval, 
conditional  approval,  or  denial  of  the 
application.  The  Administrator  will  set 
forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  conditions  upon  an  ap¬ 
proval,  including  conditions  requiring  the 
somce  to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require, 

(ii)  Safe  access  to  each  port, 

(lii)  Instrumentation  to  monitor  and 
record  emission  data,  and 

(iv)  Any  other  sampling  and  testing 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begtm 
within  2  years  from  the  date  of  issuance, 
or  if  dining  the  construction,  work  is  sus¬ 
pended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shall 
furnish  the  Administrator  written  noti¬ 
fication  as  follows: 

(i)  A  notification  of  the  anticipated 
date  of  Initial  startup  of  a  source  not 
more  than  60  days  or  less  than  30  days 
prior  to  such  date. 

(ii)  A  notification  of  the  actual  date 
of  initial  startup  of  a  source  within  15 
days  after  such  date. 

(8)  Within  60  days  after  achieving 
maximum  production  rate  at  which  the 
source  will  be  operated  but  not  later  than 
180  days  after  initial  startup  of  such 
source  the  owner  or  operator  of  such 
source  shsdl  conduct  a  performance 
test(s)  in  accordance  with  methods  and 
under  operating  conditions  approved  by 
the  Administrator  and  furnish  the  Ad¬ 
ministrator  a  written  report  of  the  re¬ 
sults  of  such  c>erformance  test. 

(i)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(11)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  perform¬ 
ance  tests. 

(ili)  The  owner  or  operator  of  a  source 
shall  provide  the  Administrator  15  days 
prior  notice  of  the  performance  test  to 
afford  the  Administrator  the  opportu¬ 
nity  to  have  an  observer  present. 

(9)  Approval  to  construct  shall  not  be 
required  for: 

(i)  The  installation  or  alteration  of  an 
air  pollutant  detector,  air  pollutants  re¬ 
corder,  combustion  controller,  or  com¬ 
bustion  shutoff. 

(ii)  Air-conditioning  or  ventilating 
systems  not  designed  to  remove  air  pol¬ 
lutants  generated  by  or  released  from 
equipment. 

(iii)  Fuel  burning  equipment,  other 
than  smokehouse  generators,  which  uses 
gas  as  fuel  for  space  heating,  air  con¬ 
ditioning,  or  heating  water;  is  used  in  a 
private  dwelling;  or  has  a  heat  input  of 
not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm.-cal./hr.) . 

(iv)  Mobile  internal  combustion  en¬ 
gines. 

(V)  Laboratory  equipment  used  ex¬ 
clusively  for  chemical  or  physical 
analyses. 

(Vi)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 


(10)  Approval  to  construct  shall  not 
relieve  any  owner  or  operator  of  the 
responsibility  to  comply  with  an  l<x»d. 
State,  or  Federal  regulations  which  are 
part  of  the  applicable  plan. 

Subpart  BB— Montana 

23.  Section  52.1373  is  amended  by  add¬ 
ing  paragraph  (b).  as  follows: 

§52.1373  Control  strategy:  Sulfur 
oxides. 

♦  •  *  •  • 

(b)  Regulation  for  control  of  sulfur 
oxides  emissions  {Helena  Intrastate  Re¬ 
gion).  (1)  No  owner  or  operator  of  any 
smelter  in  the  Helena  Intrastate  Region 
({  81.169  of  this  chapter)  shall  discharge 
or  cause  the  discharge  of  sulfur  oxides 
into  the  atmosphere  in  excess  of : 

(1)  7,040  pounds  (3,190  kg.)  per  hour 
in  Deer  Lodge  County, 

(11)  3,340  poimds  (1,520  kg.)  per  hour 
in  Lewis  and  Clark  Coimty. 

(2)  No  owner  or  operator  of  any  smel¬ 
ter  subject  to  the  provisions  of  subpara¬ 
graph  (1)  of  this  paragraph  shall  oper¬ 
ate  any  facility  unless  all  sulfur  oxides 
emitted  from  such  facility  are  vented  by 
an  exhaust  gas  system  to  the  atmosphere 
through  any  stack  or  stacks  serving  such 
facility. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provisions 
of  §52.1377 (a). 

(4)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  are  set  forth  below.  The  meth¬ 
ods  referenced  by  number  are  contained 
in  the  appendix  to  Part  60  of  this  chap¬ 
ter.  Equivalent  methods  and  procedures 
may  be  used  if  approved  by  the  Adminis¬ 
trator. 

(i)  When  testing  facilities  controlled 
by  a  sulfuric  acid  plant,  the  test  methods 
and  procedures  shall  be  those  prescribed 
in  §  60.85  of  this  chapter,  except  that  the 
sampling  time  for  acid  plants  associated 
with  converters  shall  be  in  accordance 
with  subdivisicm  (v)  of  this  subpara¬ 
graph. 

(ii)  When  testing  uncontrolled  facili¬ 
ties  and  control  equipment  other  than 
acid  plants,  the  average  concentration  of 
sulfm  oxides  shall  be  determined  by  us¬ 
ing  Method  8,  except  that  the  sampling 
time  for  control  equipment  associated 
with  converters  shall  be  in  accordance 
with  subdivision  (v)  of  this  subpara¬ 
graph. 

(iii)  The  sampling  site  shall  be  select¬ 
ed  according  to  Method  1  and  the  sam¬ 
pling  point  shall  be  the  centroid  of  the 
stack  or  duct. 

(iv)  The  volumetric  flow  rate  of  the 
total  efiBuent  shall  be  determined  by  us¬ 
ing  Method  2  and  traversing  according 
to  Method  1.  Gas  analysis  shall  be  i>er- 
formed  by  using  the  integrated  sample 
technique  of  Method  3,  and  moisture 
content  shall  be  determined  by  Method  4. 

(v)  The  sampling  time  for  testing  con¬ 
verters  and  associated  control  equipment 
shall  be  for  one  complete  converter  cycle. 
For  all  other  imits,  the  sampling  time 
shall  be  2  hours  and  the  minimum  sam¬ 
pling  volume  shall  be  40  ft.*  (1.15.*) . 

(vi)  All  tests  shsdl  be  conducted  while 
the  smelter  is  operating  at  or  above  the 


maximum  production  rate  at  which  such 
smelter  Is  capable  of  being  operated.  Dur¬ 
ing  the  tests,  the  smelter  shall  bum  fuels, 
use  raw  materials,  and  maintain  process 
conditions  representative  of  normal  oper¬ 
ation,  and  shall  operate  under  such  other 
relevant  conditions  as  the  Administra¬ 
tor  shall  specify. 

(5)  The  owner  or  operator  of  any 
smelter  subject  to  the  provisions  of  sub- 
paragraph  (1)  of  this  paragraph  shall 
install,  or  cause  to  be  installed,  an  in¬ 
strument  for  continuously  monitoring 
and  recording  sulfur  dioxide  emissions 
in  each  stack  which  would  emit  5  percent 
or  more  of  the  total  uncontrolled  hourly 
sulfur  oxides  emissions  from  the  smelter. 

(i)  The  performance  and  operating 
specifications  of  instrument(s)  and/or 
sampling  systems  to  be  installed  pursu¬ 
ant  to  this  subparagraph  shall  be  sub¬ 
mitted  to  and  are  subject  to  approval  by 
the  Administrator.  A  description  of  the 
performance  and  operating  specifica¬ 
tions  of  the  instrument(s)  and/or  sam¬ 
pling  systems  shall  be  submitted  to  the 
Administrator  not  later  than  3  months 
after  the  effective  date  of  this  regula¬ 
tion.  Instruments  shall  be  maintained, 
calibrated,  and  operated  in  accordance 
with  the  methods  prescribed  by  the 
manufacturers  of  such  instrument(s). 

(ii)  The  owner  or  operator  of  any 
smelter  shall  maintain  a  record  of  all 
measurements  required  by  this  subpara- 
griqih.  Measurement  results  shall  be  ex¬ 
pressed  in  the  units  prescribed  by  the 
emission  limitation  in  subparagraph  (1) 
of  this  paragraph  and  shall  be  sum¬ 
marized  monthly.  The  record  of  such 
measurements  shall  be  retained  for  at 
least  2  years  following  the  date  of  such 
measurements. 

(iii)  The  continuous  monitoring  and 
recordkeeping  equipment  requirements 
of  this  subparagraph  shall  become  appli¬ 
cable  6  months  after  the  effective  date 
of  this  regulation. 

24.  In  Subpart  BB,  §  52.1377  is  added 
as  follows: 

§52.1377  Compliance  schedule!!. 

(a)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  subject  to 
§  52.1373(b)  shall  comply  with  such  reg¬ 
ulation  on  or  before  December  31,  1973. 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  §  52.1373(b)  on  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  no  later 
than  December  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  §  52.1373<b) 
after  the  effective  date  of  this  regulation 
shall  certify  such  compliance  to  the  Ad¬ 
ministrator  within  5  days  of  the  date 
compliance  is  achieved. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  may,  no  later  than 
December  31, 1972,  submit  to  the  Admin¬ 
istrator  for  approval  a  proposed  compli¬ 
ance  schedule  that  demonstrates  compli¬ 
ance  with  §  52.1373(b)  (1)  (i)  as  expedi¬ 
tiously  as  practicable  but  not  later  than 
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July  31,  1977,  and  with  5  52.1373(b)(1) 

(ii)  as  expeditiously  as  practicable  but 
no  later  than  July  31, 1975. 

(i)  The  compliance  schedule  shall 
provide  for  periodic  increments  of  prog¬ 
ress  toward  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting  of 
necessary  contracts  for  construction  or 
process  changes,  if  applicable:  initiation 
of  constructicm ;  completion  and  startup 
of  control  systems;  performance  tests; 
and  submittal  of  performance  test  analy¬ 
sis  and  results. 

(ii)  Any  compliance  schedule  for  any 
stationary  source  subject  to  5  52.1373(b) 
which  extends  beyond  July  31, 1975,  shall 
provide  for  interim  measures  of  control 
designed  to  reduce  the  impact  of  emis¬ 
sions  from  such  soiu-ces  cm  public  health. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment  of 
the  approved  compliance  schedule  has 
been  met. 

Subpart  CC — Nebraska 

25.  Section  52.1423  is  amended  by 
adding  paragraph  (b),  as  follows: 

§  52.1423  General  requirements. 

•  *  •  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  Emission  data  obtained 
from  owners  or  operators  of  stationary 
sources  pursuant  to  §  52.1429(f)  will  be 
correlate  with  applicable  emissicm  limi¬ 
tations  and  other  control  measures  and 
will  be  available  to  the  public  during 
normal  business  hours  at  the  Regional 
Office  (Region  VII) . 

26.  Section  52.1425  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows: 

§  52.1425  Complianre  schedules. 

*  •  •  *  # 

(b)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  any  owner  or  operator 
of  a  source  subject  to  Rules  12, 13, 14, 16. 
17,  18,  20,  and  21  of  “Rules  and  Regula¬ 
tions  Implementing  Nebraska  Ambient 
Air  Quality  Standards,”  §  52.1432(b),  or 
§  52.1433(b)  shall  comply  with  such  rule 
or  regulation  on  or  before  December  31, 
1973. 

(1)  Any  owner  or  operator  in  com¬ 
pliance  with  such  rule  or  regulation  on 
the  effective  date  of  this  regulation  shall 
certify  such  compliance  to  the  Adminis¬ 
trator  no  later  than  December  31.  1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  such  rule  or 
regulation  after  the  effective  date  of  this 
regxilation  shall  certify  such  compliance 
to  the  Administrator  within  5  days  of 
the  date  compliance  is  achieved. 

(2)  An  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
December  31,  1972,  submit  to  the  Ad¬ 
ministrator  for  approval  a  proposed  com¬ 
pliance  schedule  that  demonstrates 


compliance  with  the  rules  and  regula¬ 
tions  specified  in  subparagraph  (1)  of 
this  paragraph  as  expeditiously  as 
practicable  but  no  later  than  July  31. 
1975.  The  compliance  schedule  shall  pro¬ 
vide  for  periodic  increments  of  progress 
towards  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting 
of  necessary  contracts  for  construction 
or  process  changes,  if  applicable;  initia¬ 
tion  of  construction;  completion  and 
startup  of  control  systems;  performance 
test  and  submittal  of  performance  test 
analysis  and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  compliance  schedule 
has  been  met. 

(4)  The  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  §  52.1429(g) 
shall  comply  with  such  regulation  on  the 
date  such  owner  or  operator  is  required 
by  this  paragraph  to  comply  with 
§  52.1432(b). 

27.  Section  52.1426  is  amended  by 
adding  paragraph  (c).  as  follows; 

§  52.1426  Prevention  of  air  pollution 
emergeney  epiM)de*<. 

*  •  •  *  • 

(c)  Regulation  for  air  pollution  emer¬ 
gency  episode  control.  (1)  The  owner  or 
operator  of  any  stationary  soiU‘ce  in  the 
Nebraska  portion  of  the  Metropolitan 
Omaha-Council  Bluffs  Interstate  Region 
(§  81.50  of  this  chapter)  subject  to  the 
jurisdiction  of  the  City  of  Omaha  Per¬ 
mits  and  Inspection  Division  which 
emits  100  tons  (90.7  mertic  tons)  or  more 
per  year  of  particulate  matter  or  nitro¬ 
gen  oxides  shall  prepare  and  submit  to 
the  Administrator  a  standby  plan  for 
reducing  or  eliminating  emissions  of 
particulate  matter  or  nitrogen  oxides 
during  periods  of  an  Air  Pollution  Alert, 
Air  Pollution  Warning,  or  Air  Pollution 
Emergency  as  defined  in  Appendix  L  of 
Part  51  of  this  chapter. 

(i)  Each  such  plan  shall  be  submitted 
within  90  days  of  the  effective  date  of 
this  regulation  and  shall  be  subject  to 
review  and  approval  by  the  Administra¬ 
tor,  Any  such  plan  shall  be  considered 
approved  unless  the  Administrator  noti¬ 
fies  the  owner  or  operator  within  60  days 
that  such  plan  has  been  disapproved.  The 
Administrator  will  set  forth  his  reasons 
for  any  disapproval. 

(ii)  Each  such  plan  shall  identify  the 
specific  facility  from  which  particulate 
matter  or  nitrogen  oxides  is  emitted, 
the  manner  in  which  reduction  of  emis¬ 
sions  will  be  achieved  during  an  Air 
Pollution  Alert,  Warning,  or  Emergency, 
and  the  approximate  reduction  in  emis¬ 
sions  to  be  achieved  by  each  reduction 
measure. 

(iii)  Diu-ing  an  Air  Pollution  Alert, 
Warning,  or  Emergency,  a  copy  of  such 
plan  shall  be  made  available  on  the 
source  premises  for  inspection  by  the 
Administrator. 


(2)  Upon  notification  by  the  Admin¬ 
istrator  that  an  Air  Pollution  Alert, 
Warning,  or  Emergency  has  been 
declared,  the  owner  or  operator  of  each 
source  which  has  a  stsindby  plan  ap¬ 
proved  by  the  Administrator  shall  imple¬ 
ment  the  emission  reduction  measures 
specified  in  such  plan. 

(3)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  in  the  Nebraska  portion 
of  the  Metropolitan  Omaha-Council 
Bluffs  Interstate  Region  (§81.50  of  this 
chapter)  subject  to  the  jurisdiction  of 
the  city  of  Omaha  Permits  and  Inspec¬ 
tion  Division  not  subject  to  the  require¬ 
ments  of  subparagraph  ( 1 )  of  this 
paragraph  shall,  when  requested  by  the 
Administrator  in  writing,  prepare  and 
submit  a  standby  plan  in  accordance 
with  this  paragraph. 

28.  Section  52.1428  is  amended  by 
adding  paragraphs  (d)  and  (e),  as 
follows; 

§  52.1428  Review  uf  new  •.ourres  and 
nKMlinealions. 

m  0  *  ^  m 

(d)  Regulations  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  station¬ 
ary  source  specified  as  follows,  the 
construction  or  modification  of  which  is 
commenced  after  the  effective  date  of 
this  regulation. 

(1)  All  sources  in  the  State  of  Nebras¬ 
ka  not  subject  to  the  provisions  of  Part 
60  of  this  chapter  and  not  subject  to 
the  jurisdiction  of  the  city  of  Omaha 
Permits  and  Inspection  Division. 

(ii)  All  sources  in  Lancaster  County. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  and  design  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the 
Administrator. 

(ii)  A  separate  applicavion  is  required 
for  each  source. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  plans,  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  source,  the 
nature  and  amount  of  emissions,  and 
the  manner  in  which  it  will  be  operated 
and  controlled. 

(v)  Any  additional  information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  approval  to  construct  or  mod¬ 
ify  will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Ad¬ 
ministrator  that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State, 
or  Federal  regiilatlon  which  is  part  of 
the  applicable  plan;  and 

(ii)  The  source  will  not  prevent  or  in¬ 
terfere  with  attainment  or  maintenance 
of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
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the  applicant  in  writing  of  his  approval, 
conditional  approval,  or  denial  of  the 
application.  The  Administrator  will  set 
forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reascHiable  conditions  upon  an  ap¬ 
proval,  including  conditions  requiring  the 
source  to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  nxunber, 
and  locaticm  as  the  Administrator  may 
require; 

(ii)  Safe  access  to  each  port; 

(lii)  Instrumentation  to  monitor  and 
record  emission  data;  and 

(iv)  Any  other  sampling  and  testing 
facilities. 

(6)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  begun 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regiUation  shsdl 
furnish  the  Administrator  written  noti¬ 
fication  as  follows: 

(i)  A  notificaticm  of  the  anticipated 
date  of  initial  startup  of  the  source  not 
more  than  60  days  or  less  than  30  days 
prior  to  such  date. 

(ii)  A  notification  of  the  actual  date 
of  initial  startup  of  the  source  within 
15  days  after  such  date. 

(8)  Within  60  days  sifter  suihieving  the 
msnumum  production  rate  at  which  the 
soimce  wall  be  operated  but  not  later  than 
180  days  after  initial  stsutup  of  such 
source  the  owner  or  operator  of  such 
source  shall  conduct  a  performance 
test(s)  in  accordance  with  methods  and 
imder  operating  conditions  approved  by 
the  Administrator  and  fumi^  the  Ad¬ 
ministrator  a  written  report  of  the 
results  of  such  performance  test. 

(i)  Such  test  shsdl  be  at  the  expense 
of  the  ownw  or  («)erator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  perform¬ 
ance  tests. 

(ill)  The  owner  or  operator  of  a  source 
shsdl  provide  the  Administrator  15  days’ 
prior  notice  of  the  performsmce  test  to 
skfford  the  Administrator  the  <H>portunity 
to  have  an  observer  present. 

(9)  Approved  to  construct  or  modify 
shall  not  be  required  for: 

(i)  'Ihe  installation  or  alteration  of 
an  air  pollutant  detector,  air  pollutants 
recorder,  combustion  controller,  or  com¬ 
bustion  shutoff. 

(ii)  Air  conditicming  or  ventilating 
systems  not  designed  to  remove  air  ptd- 
lutsmts  generated  by  or  released  from 
equipment. 

(iU)  Fuel  burning  equipment,  other 
than  smokehouse  generators,  which  uses 
gas  SIS  a  fuel  for  spsu:e  heating,  air  con- 
diti(ming,  or  heating  water;  is  used  in  a 
private  (Iwelling;  or  hsis  a  heat  input 
of  not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm.-cal./hr.) . 

(iv)  Mobile  internal  combustion 
engines. 

(V)  Laboratory  equipment  used  ex¬ 
clusively  for  chemical  or  physical 
ansdyses. 

(Vi)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 

(10)  Approval  to  construct  or  modify 
a  source  shsdl  not  relieve  any  owner  or 


operator  of  the  responsibility  to  comply 
with  sdl  locsd.  State,  smd  Federal  regu¬ 
lations  which  are  part  of  the  applicable 
plan. 

(e)  Regulation  for  review  of  new 
sources  and  modifications  (city  of 
Omaha).  (1)  The  requirements  of  this 
parsigraph  are  applicable  to  any  sta¬ 
tionary  source  in  the  Nebraska  r>ortion 
of  the  Metropolitan  Omsdia-Council 
Bluffs  Interstate  Region  (§  81.50  of  this 
chapter)  subject  to  the  jmisdiction  of  the 
city  of  Omaha  Permits  smd  Inspection 
Division,  the  construction  or  mcxiification 
of  which  is  commenced  after  the  effective 
date  of  this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approvsd  from  the  Administrator 
of  the  location  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Admin¬ 
istrator. 

(ii)  A  separate  application  is  required 
for  each  somce. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  stack  data, 
and  the  nature  and  amoimt  of  emissions. 
Such  information  shall  be  sufficient  to 
enable  the  Administrator  to  make  any 
determination  piu'suant  to  subparagraph 

(3)  of  this  paragraph. 

(v)  Any  additional  information,  plans, 
specifications,  evidence  or  documentation 
that  the  Administrator  may  require  shall 
be  furnished  upon  request. 

(3 )  No  approval  to  construct  or  modify 
will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that  the  source  will  not  prevent 
or  interfere  with  attainment  or  mainte¬ 
nance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  wdll  notify 
the  applicant  in  writing  of  his  approval 
or  denial  of  the  application.  The  Admin¬ 
istrator  will  set  forth  his  reasons  for  any 
denial. 

(5)  The  Administrator  may  cancel  an 
approval  if  the  construction  Is  not  begim 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(6)  Approval  to  construct  or  modify 
shall  not  relieve  any  owner  or  operator 
of  the  responsibility  to  comply  with  any 
local.  State,  or  Federal  regulation  which 
is  part  of  the  applicable  plan. 

29.  Section  52.1429  is  amended  by  add¬ 
ing  paragraphs  (f)  and  (g),  as  follows: 

§.'>2.1429  Souwc  Mirveillanrc. 

*  •  •  •  * 

(f)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or 
operator  of  any  stationary  source  in  the 
State  of  Nebraska  shall,  upon  notifica¬ 
tion  from  the  Administrator,  maintain 
records  of  the  nature  and  amounts  of 
emission  from  such  source  and/or  any 
other  information  as  may  be  deemed 
necessary  by  the  Administrator  to  deter¬ 
mine  whether  such  source  Is  in  compli¬ 


ance  with  applicable  emission  limitations 
or  other  control  measures. 

(2)  The  information  recorded  shall 
be  summarized  and  reported  to  the  Ad¬ 
ministrator,  on  forms  furnished  by  the 
Administrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the 
reporting  period.  Reporting  periods  are 
January  1  to  June  30  and  JiUy  1  to  De¬ 
cember  31,  except  that  the  initial  report¬ 
ing  period  shall  commence  on  the  date 
the  Administrator  issues  notification  of 
the  recordkeeping  requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the 
summarizing  reports  submitted  to 
the  Administrator  shall  be  retained  by 
the  owner  or  operator  for  2  years  after 
the  date  on  which  the  pertinent  report  is 
submitted. 

(g)  Regulation  for  control  of  visible 
emissions.  (1)  Except  as  provid^  under 
subparagraph  (2)  of  this  paragraph,  no 
owner  or  curator  of  any  process  source 
subject  to  the  provisions  of  S  52.1432(b) 
shall  emit  or  cause  the  emission  of  air 
pollutants  of  a  shade  or  density  equal 
to  or  darker  than  that  designated  as 
No.  1  on  the  Ringelmann  chart  or  20- 
percent  opacity. 

(2)  An  owner  or  operator  subject  to 
paragraph  (1)  may  emit  or  cause  the 
emission  of  air  pollutants  of  a  shade  or 
density  not  darker  than  that  designated 
as  No.  3  on  the  Ringelmann  chart  or  60- 
percent  opacity  for  a  period  or  periods 
aggregating  not  more  than  3  minutes  in 
any  60  minutes. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  or  §  52.1425(b)  (4). 

30.  Section  52.1432  is  amended  by  add¬ 
ing  paragraphs  (b)  and  (c)  as  follows: 

§  52.1432  Control  strategy:  Particulate 
matter* 


•  •  •  #  • 

(b)  Regulation  for  process  industries 
i Jefferson,  Gage,  and  Thayer  Counties) . 
(1)  No  owner  or  operator  of  any  proc¬ 
ess  source  in  Jefferson,  Gage,  or  Thayer 
County  in  the  Lincoln-Beatrice-Fairbury 
Instrastate  Region  (S  81.226  of  this  chap¬ 
ter)  shall  discharge  or  cause  the  dis¬ 
charge  of  particulate  matter  into  the  at¬ 
mosphere  from  such  source  in  excess 
of  the  hourly  rate  shown  in  the  follow¬ 
ing  table  for  the  process  weight  rate 
identified  for  such  source: 


Process  weight 
rate  {pounds 
per  hour) 

100  . 

200  . 

600  _ 

1,000 _ 

5,000  . 

10,000 _ 

20,000  _ 

60,000  . . 

80,000  . 

120,000 _ 

160,000  _ 

200,000 _ 

1,000,000  _ 

2,000,000  ... 


Emission 
rate  (pounds 
per  hour) 

.  0. 551 

.  0. 877 

.  1.83 

.  2. 58 

.  7. 58 

. 12.00 

. 19.2 

. 40.00 

_  42  50 

. 46.30 

. 49.00 

. 51.20 

_ 69.00 

_ 77.60 


(i)  Interpolation  of  the  data  in  the 
table  for  process  weight  rates  up  to  60,000 
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lbs.  hr.  shall  be  accomplished  by  use  of 
the  equation : 

£=4.10  P"”  :;^30  ton»/hr. 

and  interpolation  and  extrapolation  of 
tlie  data  for  process  weight  rates  in  ex¬ 
cess  of  60,000  lbs./hr.  shall  be  accom¬ 
plished  by  use  of  the  equation: 

E=55.0  P'  ”—40  P  >  30  tons/hr. 

Where 

E  =  Emission  In  pounds  per  hour. 

P= Process  weight  In  tons  per  hour. 

(ii)  Process  weight  is  the  total  weight 
of  all  materials  and  solid  fuels  intro¬ 
duced  into  any  specific  process.  Liquid 
and  gaseous  fuels  and  combustion  air 
will  not  be  considered  as  part  of  the 
process  weight.  For  a  cyclical  or  batch 
operation,  the  process  weight  per  hour 
will  be  derived  by  dividing  the  total 
process  weight  by  the  number  of  hours 
from  the  beginning  of  any  given  process 
to  the  completion  thereof,  excluding  any 
time  during  which  the  equipment  is  idle. 
For  a  continuous  operation,  the  process 
weight  per  hour  will  be  derived  by  divid¬ 
ing  the  process  weight  by  the  number 
of  hours  for  a  given  period  of  time  by 
the  number  of  hours  in  that  period. 

(iil)  For  purposes  of  this  regulation, 
the  total  process  weight  from  all  similar 
units  employing  a  similar  type  process 
shall  be  used  in  determining  the  maxi¬ 
mum  allowable  emission  of  particulate 
matter  from  a  process  source. 

(2)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.1425(b) . 

(3)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  are  set  forth  below.  The 
methods  referenced  are  prescribed  in  the 
appendix  to  Part  60  of  this  chapter. 
Equivalent  methods  and  procedures  may 
be  used  if  approved  by  the  Administrator. 

(i)  For  each  sampling  repetition,  the 
average  concentration  of  particulate 
matter  shall  be  determined  by  using 
Method  5.  Traversing  diming  sampling 
by  Method  5  shall  be  according  to  Meth¬ 
od  1.  The  minimum  sampling  time  shall 
be  2  hours  and  the  minimum  sampling 
volume  shall  be  60  ft.*,  corrected  to 
standard  conditions  on  a  dry  basis. 

(ii)  The  volumetric  fiow  rate  of  the 
total  effluent  shall  be  determined  by  us¬ 
ing  Method  2.  Gas  analysis  sh£^  be  per¬ 
formed  using  the  integrated  sample  tech¬ 
nique  of  Method  3,  and  moisture  content 
shall  be  determined  by  the  condenser 
technique  of  Method  5. 

(iii)  All  tests  shall  be  conducted  while 
the  source  is  operating  at  or  above  the 
maximum  production  or  combustion  rate 
at  which  such  source  is  capable  of  being 
opierated.  During  the  tests,  the  source 
shall  burn  fuels  or  combinations  of  fuek, 
use  raw  materials,  and  maintain  process 
conditions  representative  of  normal 
operation,  and  shall  operate  under  such 
other  relevant  conditions  as  the  Admin¬ 
istrator  shall  specify. 

(c)  Regulation  for  open  burning  {Jef¬ 
ferson,  Gage,  and  Thayer  Counties).  (1) 
No  person  in  Jefferson,  Gage,  or  Thayer 
County  in  the  Llncoln-Beatrice-Fairbury 
Intrastate  Region  (9  81.226  of  this  chap¬ 
ter)  shall  Ignite,  permit  to  be  Ignited,  or 


maintain  any  open  fire  except  as  follows: 

(1)  Open  fires  for  the  cooking  of  food 
for  human  consumption; 

(ii)  Fires  for  recreational  or  cere¬ 
monial  purposes; 

(iii)  Fires  to  abate  a  fire  hazard, 
providing  hazard  is  so  declared  by  the 
fire  department  of  fire  district  having 
jurisdiction; 

(iv)  Fires  for  prevention  or  control  of 
disease  or  pests; 

(V)  Fires  for  training  personnel  in  the 
methods  of  fighting  fires; 

(vi)  Fires  for  the  disposal  of  danger¬ 
ous  materials,  w'here  there  is  no  alter¬ 
nate  method  of  disposal  and  burning  is 
approved  in  advance  by  the  Administra¬ 
tor; 

(vii)  Fires  set  in  operation  of  smoke¬ 
less  flare  stacks  for  combustion  of  waste 
gases,  provided  they  satisfy  the  require¬ 
ments  of  §  52.1429(g)  (1)  and  (2) ; 

(viii)  Fires  set  for  land  clearing  for 
roads  or  other  construction; 

(ix)  Fires  set  in  an  agricultural  opera¬ 
tion. 

(2)  Compliance  with  this  paragraph 
shall  be  no  later  than  January  1, 1973. 

31.  Section  52.1433  is  amended  by  add¬ 
ing  paragraph  (b)  as  follows: 

§  32.1433  Cunirol  hlrateg>':  Nitrogen 
uxidex. 

*  *  m  m  m 

(b)  Regulation  for  control  of  nitrogen 
oxides  (city  of  Omaha).  (1)  No  owner  or 
operator  of  any  stationary  source  in  the 
Nebraska  piortion  of  the  Metropolitan 
Omaha-Council  Bluffs  Interstate  Region 
(§81.50  of  this  chapter)  subject  to  the 
jurisdiction  of  the  city  of  Omaha  Per¬ 
mits  and  Inspection  Division  shall  dis¬ 
charge  or  cause  the  discharge  of  nitrogen 
oxides  (expressed  as  nitrogen  dioxide) 
into  the  atmosphere  in  excess  of: 

(i)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-fired  fuel 
burning  equipment  of  more  than  250  mil¬ 
lion  B.t.u.  per  hour  heat  input. 

(11)  0.30  lb.  per  million  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  burning 
equipment  of  more  than  250  million 
B.t.u.  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combination  in  fuel  burning  equipment 
having  a  maximum  rated  capacity 
greater  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  limi¬ 
tations  shall  be  determined  by  proration. 
Compliance  shall  be  determined  using 
the  following  formula: 

ar(0.20)+y(0.30) 


X  =  The  percent  of  total  heat  input  de¬ 
rived  from  gaseous  fossil  fuels, 
y  =  The  percent  of  total  heat  input  de¬ 
rived  from  liquid  fossil  fuels, 
z  =  The  allowable  emissions  in  lbs.  per 
million  B.t.u. 

(iv)  5.5  lbs.  per  ton  (2.8  kg./metrlc 
ton)  of  100  percent  acid  produced,  from 
nitric  acid  plants. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fuels  in  fuel  burning  equip¬ 


ment,  the  emission  limitations  of  this 
paragraph  shall  not  apply. 

(3)  Compliance  with  this  paragraph 
shall  be  in  compliance  with  the  provi¬ 
sions  of  9  52.1425(b). 

(4)  The  test  methods  and  procedures 
used  to  determine  compliance  with  sub¬ 
divisions  (i),  (ii),  and  (iii)  of  subpara¬ 
graph  (1)  of  this  paragraph  shall  be 
those  prescribed  in  9  60.46  of  this 
chapter. 

(5)  The  test  methods  and  procedures 
used  to  determine  compliance  with  sub¬ 
division  (iv)  of  subparagraph  (1)  of  this 
paragraph  shall  be  those  prescribed  in 
9  60.74  of  this  chapter. 

Subpart  DD — Nevada 

32.  Section  52.1473  is  amended  by 
adding  paragraph  (b),  as  follows: 

§  52.1473  General  roquirenieiitis. 

*  *  •  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  Emission  data  obtained 
from  owners  or  operators  of  stationary 
sources  pursuant  to  9  52.1479(c)  will  be 
correlated  with  applicable  emission 
limitations  and  other  control  measures 
and  will  be  available  to  the  public  dur¬ 
ing  normal  business  hours  at  the  Re¬ 
gional  Office  (Region  IX) . 

33.  Section  52.1477  is  amended  by  add¬ 
ing  paragraph  (c),  as  follows: 

§  52.1477  Prevention  of  air  pollution 
eniergeney  episo<le!>. 

^  * 

(c)  Regulation  for  emission  control 
action  programs.  (1)  The  owner  or  oper¬ 
ator  of  any  stationary  source  which  emits 
100  tons  (90.7  metric  tons)  or  more  per 
year  of  any  pollutant  for  which  the  air 
quality  control  region  (Part  81  of  this 
chapter)  in  which  the  source  is  located 
is  classified  Priority  I  (Part  52  of  this 
chapter)  shall  prepare  and  submit  to  the 
Administrator  a  standby  plan  for  reduc¬ 
ing  or  eliminating  emissions  of  air  pollut¬ 
ants  during  periods  of  an  Air  Pollution 
Alert.  Air  Pollution  Warning,  or  Air 
Pollution  Emergency  as  defined  in  Ne¬ 
vada’s  plan. 

(i)  Each  such  plan  shall  be  submitted 
within  90  days  of  the  effective  date  of 
this  regulation  and  shall  be  subject  to 
review  and  approval  by  the  Administra¬ 
tor.  Any  such  plan  will  be  approved  un¬ 
less  the  Administrator  notifies  the  owner 
or  operator  within  60  days  that  such 
plan  has  been  disapproved.  The  Admin¬ 
istrator  will  set  forth  his  reasons  for  any 
disapproval. 

(ii)  Each  such  plan  shall  identify  the 
air  pollutants  emitted  by  the  source,  the 
specific  facility  from  which  each  air  pol¬ 
lutant  is  emitted,  the  manner  hi  which 
reduction  of  emissions  will  be  achieved 
during  an  Air  Pollution  Alert,  Warning, 
or  Emergency,  and  the  approximate  re¬ 
duction  in  emissions  to  be  achieved  by 
each  reduction  measure. 

(iii)  During  an  Air  Pollution  Alert, 
Warning,  or  Emergency  a  copy  of  such 
plan  shall  be  made  available  on  the 
source  premises  for  inspection  by  the 
Administrator. 
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(2)  Up<m  notification  by  the  Adminis¬ 
trator  that  an  Air  Pollution  Alert,  Warn¬ 
ing,  or  Emergency  has  been  declared,  the 
owner  or  operator  of  each  somce  which 
has  a  standby  plan  approved  by  the  Ad¬ 
ministrator  shall  implement  the  emis¬ 
sion  reduction  measures  specified  in  such 
plan. 

(3)  Any  owner  or  operator  of  a 
stationary  source  not  subject  to  the 
requirements  of  subparagraph  (1)  of 
this  paragraph  shall,  when  requested  by 
the  Administrator  in  writing,  prepare 
and  submit  a  standby  plan  in  accordance 
with  this  iMiragraph. 

34.  Section  52.1478  is  amended  by 
adding  paragraph  (b),  as  follows: 

§  52.1478  Review  of  new  sources  and 
modifications. 

•  •  •  •  • 

(b)  Regulation  for  review  of  new 
sources  and  modifications  (.Clark  and 
Washoe  Counties) .  (1)  This  regulation  Is 
applicable  to  any  stationary  source,  toe 
construction  or  modification  of  which  is 
commenced  after  the  effective  date  of 
this  regulation,  which  is  subject  to  review 
under: 

(1)  Section  9  of  toe  “Air  Pollution  Con¬ 
trol  Regulations”  of  the  District  Board  of 
Health  of  Clark  County  in  toe  Clark- 
Mohave  Interstate  Region  (§81.80  of 
this  chapter) ,  or 

(ii)  Chapter  030.005  of  the  “Air  Pollu¬ 
tion  Control  Regulations"  of  the  District 
Board  of  Health  of  Reno,  Sparks,  and 
Washoe  County  in  the  Northwest  Nevada 
Intrastate  Region  (§81.115  of  this 
chapter) . 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  toe  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  toe  location  of  such  smu-ce. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  toe  Administrator,  or  by 
other  means  prescribed  by  toe  Admin¬ 
istrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(iii)  Each  application  shall  be  signed 
by  toe  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  stack  data, 
and  toe  nature  and  amount  of  emissions. 
Such  information  shall  be  sufficient  to 
enable  toe  Administrator  to  make  any 
determination  pursuant  to  toe  require¬ 
ments  of  subparagraph  (3)  of  this 
paragraph. 

(V)  Any  additional  information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

( 3 )  No  approval  to  construct  or  modify 
will  be  granted  unless  toe  applicant 
shows  to  toe  satisfaction  of  toe  Admin¬ 
istrator  that  the  source  will  not  prevent 
or  Interfere  with  attainment  or  main¬ 
tenance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval 
or  de^al  of  toe  application.  The  Admin- 
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istrator  will  set  forth  his  reasons  for  any 
denial. 

(5)  The  Administrator  may  cancel  an 
approval  if  toe  construction  is  not  begun 
within  2  years  from  toe  date  of  issuance, 
or  if  during  toe  construction,  work  is 
suspended  for  1  year. 

(6)  Approval  to  construct  or  modify 
shall  not  relieve  any  owner  or  operator 
of  toe  responsibility  to  comply  with  all 
local.  State,  and  Federal  regulations 
which  are  part  of  toe  applicable  plan. 

35.  Section  52.1479  is  amended  by 
adding  paragraphs  (c)  and  (d),  as 
follows: 

§52.1479  Source  surveillance. 

•  •  •  *  • 

(c)  Regulation  for  source  record¬ 
keeping  and  reporting.  (1)  The  owner 
or  operator  of  any  stationary  source  in 
the  State  of  Nevada  shall,  upon  noti¬ 
fication  from  the  Administrator,  main¬ 
tain  records  of  the  nature  and  amoimts 
of  emissions  from  such  source  and/or 
any  other  information  as  may  be  deemed 
necessary  by  the  Administrator  to  de¬ 
termine  whether  such  source  is  in  com¬ 
pliance  with  applicable  emission  limi¬ 
tations  or  other  control  measures. 

(2)  The  information  recorded  shall 
be  summarized  and  reported  to  the 
Administrator  on  forms  furnished  by 
the  Administrator,  and  shall  be  sub¬ 
mitted  within  45  days  after  the  end  of 
the  reporting  period.  Reporting  periods 
are  January  1  to  June  30  and  July  1 
to  December  31,  except  that  the  initial 
reporting  period  shall  commence  on  the 
date  the  Administrator  issues  notifica¬ 
tion  of  the  recordkeeping  requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the 
summarizing  reports  submitted  to  toe 
Administrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

(d)  Replacement  regulation  for  Ar¬ 
ticle  8.1.4.  (1)  Except  as  provided  in  sub- 
paragraph  (2)  of  this  paragraph,  no 
person  shall  cause  or  permit  the  emis¬ 
sion  of  visible  air  pollutants  from  an 
existing  copper  smelter  of  a  shade  or 
density  equal  to  or  darker  than  that 
designated  as  No.  1  on  toe  Ringelmann 
chart  or  20-percent  opacity. 

(2)  A  person  may  discharge  into  the 
atmosphere  from  an  existing  copper 
smelter,  for  a  period  or  periods  aggregat¬ 
ing  not  more  than  3  minutes  in  any  60 
minutes,  air  pollutants  of  a  shade  or 
density  not  darker  than  No.  3  on  the 
Ringelmann  chart  or  60-percent  opacity. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  pro¬ 
visions  of  §  52.1482(a). 

36.  In  Subpart  DD,  §  52.1482  is  added 
as  follows: 

§  52.1482  Compliance  8t‘lieduIo8. 

(a)  Federal  compliance  schedule.  (1) 
The  owner  or  operator  of  any  stationary 
source  subject  to  §  52.1479(d)  shall  com¬ 
ply  with  such  regulation  on  the  date 
such  owner  or  operator  is  required  to 
comply  with  Article  7.2  of  the  “State  of 
Nevada  Air  Quality  Regulations." 


Subpart  GG — New  Mexico 

37.  Section  52.1623  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.1623  General  requirements. 

•  •  •  •  • 

(b)  Regulation  for  public  availability 
of  emission  data.  Emission  data  obtained 
from  owners  or  operators  of  stationary 
sources  pursuant  to  §  52.1629(d)  will  be 
correlated  with  applicable  emission  lim¬ 
itations  and  other  control  measures  and 
will  be  available  to  toe  public  during 
normal  business  hours  at  the  Regional 
Office  (Region  VI). 

38.  Section  52.1624  is  amended  by  add¬ 
ing  paragraph  (c),  as  follows: 

§  52.1624  C.ontrol  strategy  and  regula¬ 
tions:  Sulfur  oxides. 

*  •  •  •  • 

(c)  Replacement  regulation  for  Reg¬ 
ulation  602.B  (existing  coal  burning 
equipment  in  the  Four  Corners  Inter¬ 
state  Region).  (1)  No  owner  or  opera¬ 
tor  of  any  solid  fossil  fuel-fired  steam 
generating  equipment  located  in  the  New 
Mexico  portion  of  the  Four  Corners  In¬ 
terstate  R^ion  (§81.121  of  this  chap¬ 
ter),  which  has  a  total  rated  capacity 
of  250  million  B.t.u.  per  hour  or  more, 
and  which  is  not  subject  to  the  provi¬ 
sions  of  Part  60  of  this  chapter  or  reg¬ 
ulation  602  .A  of  the  State  of  New 
Mexico  “Air  Quality  Control  Regula¬ 
tions,”  shall  discharge  or  cause  the  dis¬ 
charge  of  sulfur  oxides  into  the  atmos¬ 
phere  in  excess  of  the  amount  prescribed 
by  the  following  equation: 


£= Allowable  sulfur  oxides  emission  (lb./ 
10*  B.t.u.) 

S  =  Sulfur  content.  In  percent  by  weight, 
of  fuel  being  burned 

H=;Heat  content  of  fuel  (B.t.u./lb.) . 

(2)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.1626(c). 

(3)  The  sulfur  content  and  heat  con¬ 
tent  of  fuels  shall  be  determined  by 
the  following  methods  published  by  the 
American  Society  for  Testing  and  Ma¬ 
terials  or  by  other  methods  as  may  be 
approved  by  the  Administrator. 

(i)  Sulfur  content  of  solid  fuels- 
mechanical  sampling  by  Method  D2234- 
65T,  sample  preparation  by  Method 
D2013-65T,  and  sample  analysis  by 
Method  D271-70. 

(ii)  Heat  content  of  solid  fuels — 
Method  D2015-66. 

(4)  The  stack  sampling  test  method 
and  procedures  utilized  to  determine 
compliance  with  subparagraph  (1)  of 
this  paragraph  shall  be  those  prescribed 
for  sulfur  oxides  in  §  60.46  of  this 
chapter. 

39.  Section  52.1626  is  amended  by  add¬ 
ing  paragraphs  (c)  and  (d) ,  as  follows: 

§52.1626  Compliance  schedules. 

«  •  •  •  # 

(c)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  toe  owner  or  operator 
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of  any  stationary  source  subject  to  S  52.- 
1624(c)  shall  comply  with  such  regula¬ 
tion  on  or  before  liecember  31,  1973.  The 
owner  or  operator  of  any  such  somce 
which  has  not  commenced  operation  as 
of  the  effective  date  of  this  regulation 
shall  comply  with  such  regulation  at  the 
time  operation  is  commenced,  unless  a 
compiiance  schedule  has  been  submitted 
pursuant  to  subparagraph  (2)  of  this 
paragraph. 

(1)  Any  owner  or  operator  in  compli¬ 
ance  with  §  52.1624(c)  on  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  not 
later  than  December  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  §  52.1624(c) 
after  the  effective  date  of  this  regula¬ 
tion  shall  certify  such  compliance  to  the 
Administrator  within  5  days  of  the  date 
compliance  is  achieved. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
December  31,  1972,  submit  to  the  Ad¬ 
ministrator  for  approval  a  proposed  com¬ 
pliance  schedule  that  demonstrates  com¬ 
pliance  with  §  52.1624(c)  as  expeditiously 
as  practicable  but  no  later  than  July  31, 
1977. 

(i)  The  compliance  schedule  shall  pro¬ 
vide  for  periodic  increments  of  progress 
toward  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting 
of  necessary  contracts  for  construction 
or  process  changes,  if  applicable;  initia¬ 
tion  of  construction;  completion  and 
startup  of  control  system;  performance 
tests;  and  submittal  of  performance  test 
analysis  and  results. 

(ii)  Any  compliance  schedule  for  any 
stationary  source  subject  to  §  52.1624(c) 
which  extends  beyond  July  31, 1975,  shall 
provide  for  interim  measures  of  control 
designed  to  reduce  the  impact  of  emis¬ 
sions  from  such  source  on  public  health. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator  whether 
or  not  the  required  increment  of  the 
approved  compliance  schedule  has  been 
met. 

(d)  Regulation  for  increments  of  prog¬ 
ress.  (1)  Except  as  provided  in  subpara¬ 
graph  (2)  of  this  paragraph,  the  owner 
or  operator  of  any  stationary  source  sub¬ 
ject  to  Regulations  504.D,  506.B,  603.B, 
604.B,  or  652.A  of  New  Mexico’s  “Air 
Quality  Control  Regiilations”  shall  sub¬ 
mit  to  the  Administrator  no  later  than 
December  31,  1972,  a  proposed  compli¬ 
ance  schedule  that  demonstrates  com¬ 
pliance  with  the  applicable  regulations 
as  expeditiously  as  practicable  but  no 
later  than  the  dates  specified  in  the  ap¬ 
plicable  regulations.  The  compliance 
schedule  shall  provide  for  periodic  in¬ 
crements  of  progress  toward  compliance. 
The  dates  for  achievement  of  such  in¬ 
crements  shall  be  specified.  Increments  of 
progress  shall  include  but  not  be  limited 
to:  Letting  of  necessary  contracts  for 
construction  or  process  changes,  if  appli- 


pletion  and  startup  of  control  system; 
performance  tests;  and  performance  test 
analysis  and  results. 

cable;  initiation  of  construction;  com- 

(2)  Where  any  such  owner  or  operator 
demonstrates  to  the  satisfaction  of  the 
Administrator  that  compliance  with  the 
applicable  regulations  will  be  achieved 
on  or  before  December  31,  1973,  no  com¬ 
pliance  schedule  shall  be  required. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of 
progress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  compliance  schedule  has 
been  met. 

40.  Section  52.1628  is  amended  by  add¬ 
ing  paragraphs  (c)  and  (d),  as  follows: 

§  52.1628  Review  of  new  sourecM  and 
niudiiieations. 

*  *  «  «  * 

(c)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  reg¬ 
ulation  is  applicable  to  any  stationary 
source  in  the  State  of  New  Mexico,  ex¬ 
cept  those  sources  in  Bernalillo  County, 
the  construction  or  modification  of  which 
is  commenced  after  the  effective  date  of 
this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  and  design  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Admin¬ 
istrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  plans,  de¬ 
scriptions,  specifications,  and  drawings 
showing  the  design  of  the  source,  the 
nature  and  amount  of  emissions,  and 
the  manner  in  which  it  will  be  operated 
and  controlled. 

(v)  Any  additional  information,  plans, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

( 3 )  No  approval  to  construct  or  modify 
will  be  granted  unless  the  applicant  shows 
to  the  satisfaction  of  the  Administrator 
that: 

(i)  The  source  will  operate  without 
causing  a  violation  of  any  local.  State,  or 
Federal  regulation  which  is  part  of  the 
applicable  plan;  and 

(ii)  The  source  will  not  prevent  or 
interfere  with  attainment  or  mainte¬ 
nance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval, 
conditional  approval,  or  denial  of  the 
application.  The  Administrator  will  set 
forth  his  reasons  for  any  denial. 

(5)  The  Administrator  may  impose 
any  reasonable  conditions  upon  an  ap¬ 


proval,  including  conditions  requiring 
the  source  to  be  provided  with: 

(i)  Sampling  ports  of  a  size,  number, 
and  location  as  the  Administrator  may 
require; 

(ii)  Safe  access  to  each  port; 

(iii)  Instrumentation  to  monitor  and 
record  emission  data;  and 

(iv)  Any  other  sampiing  and  testing 
facilities. 

(6)  The  Administx’ator  may  cancel  an 
approval  if  the  construction  is  not  begun 
within  2  years  from  the  date  of  issuance, 
or  if  during  the  construction,  work  is 
suspended  for  1  year. 

(7)  Any  owner  or  operator  subject  to 
the  provisions  of  this  regulation  shall 
furnish  the  Administrator  written  noti¬ 
fication  as  follows: 

(i)  A  notification  of  the  anticipated 
date  of  initial  startup  of  the  somce  not 
more  than  60  days  or  less  than  30  days 
prior  to  such  date. 

(ii)  A  notification  of  the  actual  date 
of  initial  startup  of  the  source  within  15 
days  after  such  date. 

(8)  Within  60  days  after  achieving  the 
maximum  production  rate  at  which  the 
source  will  be  operated  but  not  later 
than  180  days  after  initial  startup  of 
such  source  the  owner  or  operator  of 
such  source  shall  conduct  a  performance 
test(s)  in  accordance  with  methods  and 
under  operating  conditions  approved  by 
the  Administrator  and  furnish  the  Ad¬ 
ministrator  a  written  report  of  the  re¬ 
sults  of  such  performance  test. 

(i)  Such  test  shall  be  at  the  expense 
of  the  owner  or  operator. 

(ii)  The  Administrator  may  monitor 
such  test  and  may  also  conduct  per¬ 
formance  tests. 

(iii)  The  owner  or  operator  of  the 
source  shall  provide  the  Administrator 
15  days’  prior  notice  of  the  performance 
test  to  afford  the  Administrator  the  op¬ 
portunity  to  have  an  observer  present. 

(9)  Approval  to  construct  or  modify 
shall  not  be  required  for: 

(i)  The  installation  or  alteration  of 
an  air  pollutant  detector,  air  pollutants 
recorder,  combustion  controller,  or  com¬ 
bustion  shutoff. 

(ii)  Air  conditioning  or  ventilating 
systems  not  designed  to  remove  air  pollu¬ 
tants  generated  by  or  released  from 
equipment. 

(iii)  Fuel  burning  equipment,  other 
than  smokehouse  generators,  which  uses 
gas  as  a  fuel  for  space  heating,  air  con¬ 
ditioning,  or  heating  water;  is  used  in 
a  private  dwelling,  or  has  a  heat  input 
of  not  more  than  350,000  B.t.u.  per  hour 
(88.2  million  gm.-cal./hr.) . 

(iv)  Mobile  internal  combustion  en¬ 
gines. 

(v)  Laboratory  equipment  used  ex¬ 
clusively  for  chemical  or"  physical 
analyses. 

(vi)  Other  sources  of  minor  signifi¬ 
cance  specified  by  the  Administrator. 

( 10)  Approval  to  construct  or  modify  a 
source  shall  not  relieve  any  owner  or 
operator  of  the  responsibility  to  comply 
with  all  local.  State,  and  Federal  reg¬ 
ulations  which  are  part  of  the  applica¬ 
ble  plan. 
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(d)  Regulation  for  review  of  new 
sources  and  modifications  (Bernalillo 
County,  Albuquergue-Mid-Rio  Grande 
Intrastate  Region.  (1)  This  r^ulation  is 
applicable  to  any  stationary  source  sub¬ 
ject  to  review  under  section  12  of  the 
“Air  Pollution  Control  Regulations  of  the 
Albuquergue-Bemalillo  County  Air  Qual¬ 
ity  Control  Board”  in  Bernalillo  Coim- 
ty  in  the  Albuquerque-Mid-Rio  Grande 
Intrastate  Region  (§  81.83  of  this  chap¬ 
ter)  ,  the  construction  or  modification  of 
which  is  commenced  after  the  effective 
date  of  this  regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  staticmary  source  after  the  effective 
date  of  this  regulation  without  first  ob¬ 
taining  approval  from  the  Administrator 
of  the  location  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator,  or  by 
other  means  prescribed  by  the  Adminis¬ 
trator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(iil)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  stack  data, 
and  the  nature  and  amoimt  of  emissions. 
Such  information  shall  be  sufScient  to 
enable  the  Administrator  to  make  any 
determination  pursusmt  to  the  require¬ 
ments  of  subparagraph  (3)  of  this  para¬ 
graph. 

(V)  Any  additional  information,  plans, 
specifications,  evidence  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  upon  request. 

(3)  No  approval  to  construct  or  modi¬ 
fy  will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  of  the  Admin¬ 
istrator  that  the  source  will  not  prevent 
or  interfere  with  attainment  or  mainte¬ 
nance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will  notify 
the  applicant  in  writing  of  his  approval 
or  denial  of  the  application.  The  Admin¬ 
istrator  will  set  forth  his  reasons  for  any 
denial. 

(5)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  be¬ 
gun  within  2  years  from  the  date  of 
issuance,  or  if  during  the  construction, 
work  is  suspended  for  1  year. 

(6)  Approval  to  construct  or  modify 
shall  not  relieve  any  owner  or  operator 
of  the  responsibility  to  comply  with  all 
local.  State,  and  Federal  regulations 
which  are  part  of  the  applicable  plan. 

*  41.  Section  52.1629  is  amended  by  add¬ 

ing  paragraph  (d),  as  follows; 

§  52.1629  Sourro  surveillanre. 

I  »  •  *  •  • 

(d)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or 
operator  of  any  stationary  source  in  the 
State  of  New  Mexico  shall,  upon  notifi¬ 
cation  from  the  Administrator,  maintain 
records  of  the  nature  and  amount  of 
emissions  from  such  source  and/or  any 
other  information  as  may  be  deemed 
necessary  by  the  Administrator  to  deter¬ 
mine  whether  such  source  is  in  compli¬ 


ance  with  applicable  emission  limitations 
or  other  ccmtrol  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1  to  Jime  30  and  July  1  to 
December  31,  except  that  the  initial 
reporting  period  shall  commence  on  the 
date  the  Administrator  issues  notifica¬ 
tion  of  the  recordkeeping  requirements. 

(3)  Information  recorded  by  the  own¬ 
er  or  operator  and  copies  of  the  summa¬ 
rizing  reports  submitted  to  the  Admin¬ 
istrator  shall  be  retained  by  the  owner 
or  operator  for  2  years  after  the  date  on 
which  the  pertinent  report  is  submitted. 

Subpart  NN — Pennsylvania 

42.  Section  52.2024  is  amended  by 
adding  paragraph  (b),  as  follows: 

§  52.2024  General  requirement.s. 

•  •  •  •  * 

(b)  Regulation  for  public  availability 
of  emission  data.  Emissicui  data  obtained 
from  owners  or  operators  of  stationary 
sources  in  Allegheny  County  and  the 
city  of  Philadelphia  pursuant  to  §  52.- 
2030(d)  will  be  correlated  with  applica¬ 
ble  emission  limitations  and  other  control 
measiu^  and  will  be  available  to  the 
public  during  normal  business  hours  at 
the  Regional  Office  (Region  UI). 

43.  Section  52.2026  is  amended  by 
sliding  paragraphs  (c)  and  (d)  as 
follows: 

§  52.2026  Control  strategy  and  regula- 
tion>i:  Particulate  matter. 

*  *  •  •  • 

(c)  Replacement  regulation  for  sec¬ 
tion  V  of  the  city  of  Philadelphia  Air 
Pollution  Control  Board  Air  Management 
Regulation  II,  April  1970.  (1)  No  owner 
or  operator  of  any  stationary  source 
which  is  located  in  the  city  of  Philadel¬ 
phia  shall  discharge  or  cause  the  dis¬ 
charge  of  particulate  matter  into  the 
atmosphere  from  any  solid-fired  fuel- 
burning  equipment  in  excess  of  the 
following: 

(i)  For  equipment  with  total  rated 
capacity  between  2.5  million  and  50  mil¬ 
lion  B.t.u.  per  hour,  the  maximum  allow- 


Process 

1.  Carbon  black  manufacturing - 

2.  Charcoal  manufacturing - 

3.  Crushers  or  grinders  or  screens - 

4.  Paint  manufacturing _ 

5.  Phosphoric  acid  manufacturing _ 

6.  Detergent  drying _ 

7.  Alfalfa  dehydration - 

8.  Grain  elevators;  Loading  or  unloading. __ 

9.  Grain  screening  and  cleaning _ 

10.  Grain  drying _ 

11.  Meat  smoking _ 

12.  Ammonium  nitrate  manufacturing : 

GranXilator. 

13.  Ferroalloy  production  furnace - - 

14.  Primary  iron  and/or  steel  making: 

Iron  production _ — 

Sintering:  Wlndbox _ _ — 

SteM  production _ _ _ _ 

Scarfing _ _ 


able  emission  rate  shall  be  0.4  lb.  per 
millicm  B.t.u.  (0.72  g./million  cal.)  heat 
input. 

(ii)  For  equipment  with  total  rated 
capacity  equal  to  or  between  50  million 
and  600  million  B.t.u.  per  hour,  the  maxi¬ 
mum  allowable  emission  rate  shall  be 
determined  by  the  following  equation ; 

A  =  3.6k-»"' 

Where 

X= Allowable  emission  rate,  in  pound  of 
particulate  matter  per  million  B.t.u. 
heat  Input. 

£= Total  rated  capacity,  in  millions  of 
B.t.u. 's  per  hour. 

(iii)  For  equipment  with  total  rated 
capacity  in  excess  of  600  million  B.t.iL 
per  hour,  the  maximum  allowable  emis¬ 
sion  rate  shall  be  0.1  lb.  per  millifui  B.t.u. 
(0.18  g./million  cal.)  heat  input. 

(2)  Compliance  with  this  para^aph 
shall  be  in  accordance  with  the  provisions 
of  S  52.2036(a). 

(3)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  shall  be  those  prescribed  for 
partictUate  matter  in  $  60.46  of  this 
chapter. 

(d)  Replacement  regulation  for  sec¬ 
tion  VII  of  the  city  of  Philadelphia  Air 
Pollution  Control  Board  Air  Manage¬ 
ment  Regulation  II,  April  1970.  (1)  This 
paragraph  applies  to  all  process  station¬ 
ary  sources  in  the  city  of  Philadelphia, 
except  fuel  burning  equipment  and 
incinerators. 

(2)  No  owner  or  operator  of  any  proc¬ 
ess  stationary  source  shall  discharge  or 
cause  the  discharge  of  particulate  matter 
into  the  atmosphere  from  any  process 
listed  in  Table  1  in  excess  of  the  rate 
calculated  by  the  following  formula  or  in 
such  a  manner  that  the  concentration 
of  particulate  matter  in  the  effluent  gas 
exceeds  0.02  gr./dry  s.c.f .  (0.56  g./NM’) , 
whichever  is  greater; 

A = 0.76k®  “ 

Where 

A=  Allowable  emissions  In  Ib./hr. 

E=  Emission  lndex=PxW  lb./hr. 

F=  Process  factor  in  Ib./unlt,  and 

W=  Production  of  charging  rate  In  units/ 
hr. 

The  factor  F  shall  be  obtained  from 
Table  1.  The  units  for  F  and  W  shall  be 
compatible. 


Process  Factor,  F 

500  Ibs./ton  of  product. 

400  Ibs./ton  of  product. 

20  Ibs./ton  of  feed. 

0.05  Ibs./ton  of  pigment  handled. 
6  Ibs./ton  of  phosphorus  burned. 
30  Ibs./ton  of  product. 

30  Ibs./ton  of  product. 

90  Ibs./ton  of  grain. 

300  Ibs./ton  of  grain. 

200  Ibs./ton  of  product. 

0.01  Ibs./ton  of  meat. 

0.1  Ibs./ton  of  product. 

0.3  Ibs./ton  of  product. 

100  Ibs./ton  of  product. 

20  Ibs./ton  of  (by  solids  feed. 

40  Ibs./ton  of  product. 

20  Ibs./ton  of  product. 


Table  I 


FEDERAL  REGISTER,  VOL  37,  NO.  145 — THURSDAY,  JULY  27,  1972 


PROPOSED  RULE  MAKING 


15109 


Tabli  Z — Ck>ntinue(l 


ProeeM 

16.  Primary  lead  production: 

Roasting  _ — — — 

Sintering:  Wlndbox - 

Lead  reduction - - - - — .. 

16.  Primary  zinc  production: 

Boasting _ _ _ _ 

Sintering:  Wlndbox - 

Zinc  reduction _ _ _ 

17.  Secondary  alumlniun  production: 

Sweating  _ _ 

Melting  and  re&nlng - 

18.  Brass  and  bronze  production:  Melting 

and  refining. 

19.  Iron  foundry: 

Melting: 

5  tons  per  hour  and  less _ 

More  than  6  tons  per  hour _ 

Sand  handling _ 

Shakeout  _ 

20.  Secondary  lead  smiting _ 

21.  Secondary  magnesium  smelting _ 

22.  Secondary  zinc  smelting: 

Sweating  _ 

Refining _ 

23.  Asphaltic  concrete  production - 

24.  Asphalt  roofing  manufacturing:  Felt 

saturation _ 

25.  Portland  cement  manufacturing: 

Clinker  production  _ _ 

Clinker  cooling _ 

26.  Coal  drying _ 

27.  Coal  dry-cleaning _ 

28.  Lime  calcining _ 

29.  Petroleum  refining:  Catalytic  cracking.. 

(3)  No  owner  or  operator  of  any  proc¬ 
ess  stationary  source  not  listed  in  Table 
1  shall  discharge  or  cause  the  discharge 
of  particulate  matter  into  the  atmos¬ 
phere  in  such  a  manner  that  the  con¬ 
centration  of  particulate  matter  in  the 
effluent  gas  at  any  time  exceeds: 

(i)  0.04  gr./dry  s.c.f.  (1.12  g./NM*) 
when  the  effluent  gas  volume  is  less  than 
150,000  dry  s.c.f/min.  (4,248  dry  NM^/ 
min.). 

(ii)  The  rate  determined  by  the 
formula: 

A=6.000£-» 

Where 

A=Allowable  emissions  In  gr./dry  s.c.f., 
and 

£=Effluent  gas  volume  In  dry  s.c.f./min., 
when  E  is  equal  to  or  greater  than  150,- 
000  but  less  than  300,000. 

(iii)  0.02  gr./dry  s.ci.  (0.56  g./NM*), 
when  the  effluent  gas  volume  is  equal  to 
or  greater  than  300,000  dry  s.c.f./min. 
(8,496  dry  NNF/min.) . 

(4)  For  the  purpose  of  this  regulation, 
a  process  is  defined  as  any  method,  re¬ 
action,  or  operation  wherein  materials 
are  handled  or  whereby  materials  under¬ 
go  physical  change  (i.e.,  the  size,  shape, 
appearance,  temperature,  state,  or  other 
physical  property  of  the  material  is  al¬ 
tered)  or  chemical  change  (i.e.,  a  sub¬ 
stance  or  substances  with  different 
chemical  composition  or  properties  are 
formed  or  created).  A  process  includes 
all  of  the  equipment  and  facilities  nec¬ 
essary  for  the  completion  of  the  trans¬ 
formation  of  the  materials  to  produce  a 
physical  or  chemical  change.  There  may 
be  several  processes  in  series  or  in  paral¬ 
lel  necessary  to  the  manufacture  of  a 
product. 

(5)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  S  52.2036(a). 


Process  Factor,  F 

0.004  Ibs./ton  of  ore  feed. 

0.2  Ibe./ton  of  sinter. 

0.5  Ibs./ton  of  product. 

3  Ibs./ton  of  ore  feed. 

2  Ibs./ton'  of  product. 

10  Ibs./ton  of  product. 

50  Ibs./ton  of  aluminum  product. 
10  Ibs./ton  of  aluminum  feed. 

20  Ibs./ton  of  product. 


150  Ibs./ton  of  iron. 

50  Ibs./ton  of  iron. 

20  Ibs./ton  of  sand. 

20  Ibs./ton  of  sand. 

0.5  Ibs./ton  of  product. 

0.2  Ibs./ton  of  product. 

0.01  Ib./ton  of  product. 

0.3  Ib./ton  of  product 
6  Ibs./ton  of  aggregate  feed. 

0.6  Ib./ton  of  asphalt  used. 

150  Ibs./ton  of  dry  solids  feed. 

60  Ibs./ton  of  product 
2  Ibs./ton  of  product 
2  Ibs./ton  of  product. 

200  Ibs./ton  of  product. 

40  Ibs./ton  of  liquid  feed. 

(6)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  are  set  forth  below.  The 
methods  used  are  prescribed  in  the  ap¬ 
pendix  to  Part  60  of  this  chapter.  Equiv¬ 
alent  methods  and  procedures  may  be 
used  if  approved  by  the  Administrator. 

(i)  For  each  sampling  repetition,  the 
average  concentration  of  particulate 
matter  shall  be  determined  by  using 
Method  5.  Traversing  during  sampling 
by  Method  5  shall  be  according  to  Meth¬ 
od  1.  The  minimum  sampling  time  shall 
be  2  hours  and  the  minimum  sampling 
volume  shall  be  60  ft.*  corrected  to  stand¬ 
ard  conditions  on  a  dry  basis. 

(ii)  The  volumetric  flow  rate  of  the 
total  effluent  shall  be  determined  by  us¬ 
ing  Method  2.  Gas  analysis  shall  be  per¬ 
formed  using  the  integrated  sample 
technique  of  Method  3,  and  moisture 
content  shall  be  determined  by  the  con¬ 
denser  technique  of  Method  5. 

(iii)  All  tests  shall  be  conducted  while 
the  soimce  is  operating  at  or  above  the 
maximiun  production  or  combustion  rate 
at  which  such  source  will  be  operated. 
During  the  tests,  the  source  shall  bum 
fuels  or  combinations  of  fuels,  use  raw 
materials,  and  maintain  process  condi¬ 
tions  representative  of  normal  operation, 
and  shall  operate  under  such  other 
relevant  conditions  as  the  Administrator 
shall  specify  based  on  representative  per¬ 
formance  of  the  source. 

44.  Section  52.2027  is  amended  by  add¬ 
ing  paragraph  (b) .  as  follows: 

§  52.2027  (Control  strategy:  Nitrogen  di¬ 
oxide. 

•  •  •  •  • 

(b)  Regulation  for  control  of  nitrogen 
oxides  emissions.  (1)  No  owner  or  oper¬ 


ator  of  any  stationary  source  in  the 
Central  Pennsylvania  ($  81.104  of  this 
chapter).  South  Central  Pennsylvania 
(§  81.105  of  this  chapter),  or  Southwest 
Pennsylvania  (S  81.23  of  this  chapter) 
Intrastate  Regions  or  in  the  Pennsyl¬ 
vania  portions  of  the  Metropolitan  Phila¬ 
delphia  (9  81.15  of  this  chapter)  or 
Northeast  Pennsylvania-Upper  Delaware 
Valley  (9  81.55  of  this  chapter)  Inter¬ 
state  Regions  shall  discharge  or  cause 
the  discharge  of  nitrogen  oxides  (ex¬ 
pressed  as  nitrogen  dioxide)  into  the 
atmosphere  in  excess  of : 

(1)  0.20  lbs.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-flred  fuel 
burning  equipment  of  more  than  250  mil¬ 
lion  B.t.u.  per  hour  heat  Input. 

(ii)  0.30  lbs.  per  million  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  fuel  burn¬ 
ing  equipment  of  more  than  250  million 
B.t.u.  per  hour  heat  input. 

(ill)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combination  in  fuel  burning  equipment 
of  more  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  limi¬ 
tations  shall  be  determined  by  proration. 
Compliance  shall  be  determined  by  using 
the  following  formula: 

_  1(0.20)  -fy(0.30) 

x  +  y 

Where 

i=The  percent  of  total  heat  input  derived 
from  gaseous  fossil  fuels. 

y=The  percent  of  total  heat  input  derived 
from  liquid  fossU  fuels. 

2  =  The  allowable  emission  In  lb.  per  mil¬ 
lion  B.t.u. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fuels  in  fuel  burning  equip¬ 
ment,  the  emission  limitations  of  sub- 
paragraph  (1)  of  this  paragraph  shall 
not  apply. 

(3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  9  52.2036(a) . 

(4)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  shall  be  those  prescribed  for 
nitrogen  oxides  in  9  60.46  of  this  chapter. 

45.  Section  52.2030  is  amended  by 
adding  paragraph  (d),  as  follows: 

§  52.2030  Source  surveillance. 

•  *  •  •  • 

(d)  Regulation  for  source  recordkeep¬ 
ing  and  reporting.  (1)  The  owner  or 
operator  of  any  stationary  source  in  Alle¬ 
gheny  Coimty  or  the  city  of  Philadel¬ 
phia  shall,  upon  notification  frcnn  the 
Administrator,  maintain  records  of  the 
nature  and  amounts  of  emissions  from 
such  source  and/or  any  other  informa¬ 
tion  as  may  be  deemed  necessary  by  the 
Administrator  to  determine  whether  such 
soiu-ce  is  in  compliance  with  applicable 
emission  limitations  or  other  control 
measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator.  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1  to  Jime  30  and  July  1  to  De¬ 
cember  31.  except  that  the  initial  report¬ 
ing  period  shall  ccHnmence  on  the  date 
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the  Administrator  issues  notification  of 
the  recordkeeping  requirements. 

(3)  Information  recorded  by  the 
owner  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  Uie  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

46.  In  Subpart  NN,  §  52.2036  is  added 
as  follows: 

§  52.2036  Compliance  schedules. 

(a)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  operator 
of  any  stationary  source  subject  to 
§  52.2026(c).  §  52.2026(d),  or  §  52.2027(b) 
shall  comply  with  such  regulations  on 
or  before  December  31,  1973. 

(1)  Any  owner  or  operator  in  com¬ 
pliance  with  §  52.2026(c),  S  52.2026(d), 
or  S  52.2027(b)  on  the  effective  date  of 
this  regulation  shall  certify  such  com¬ 
pliance  to  the  Administrator  no  later 
than  December  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  1  52.2026(c), 

§  52.2026(d),  or  §  52.2027(b)  after  the 
effective  date  of  this  regulation  shall 
certify  such  compliance  to  the  Adminis¬ 
trator  within  5  days  of  the  date  compli¬ 
ance  is  achieved. 

(2)  An  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  may,  no  later  than 
December  31,  1972,  submit  to  the  Ad¬ 
ministrator  for  approval  a  proposed  com¬ 
pliance  schedule  that  demonstrates  com¬ 
pliance  with  5  52.2026(c).  5  52.2026(d), 
or  5  52.2027(b)  as  expeditiously  as  prac¬ 
ticable,  but  no  later  than  July  31,  1975. 
The  compliance  sche''iule  shall  provide 
for  periodic  increments  of  progress  to¬ 
ward  compliance.  The  dates  for  achieve¬ 
ment  of  such  increments  shall  be  speci¬ 
fied.  Increments  of  progress  shall  include, 
but  not  be  limited  to:  Letting  of  neces¬ 
sary  contracts  for  construction  or  proc¬ 
ess  changes,  if  applicable;  Initiation  of 
construction;  completion  and  startup  of 
control  systems;  performance  tests;  and 
submittal  of  performance  test  analysis 
and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  for  each  increment  of 
progress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  compliance  schedule  has 
been  met. 

Subpart  TT — Utah 

47.  Section  52.2324  is  amended  by  add¬ 
ing  paragraph  (b) ,  as  follows: 

§  52.2424  General  requirenient»>. 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  The  owner  or  oper¬ 
ator  of  any  stationary  source  in  the 
State  of  Utah  shall,  upon  notification 
from  the  Administrator,  maintain  rec¬ 
ords  of  the  nature  and  amounts  of  emis¬ 
sions  fr<»n  such  source  and/or  any  other 
information  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 


whether  such  soiu*ce  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measures. 

(2)  The  information  recorded  shall  be 
summarized  and  reported  to  the  Admin¬ 
istrator,  on  forms  furnished  by  the  Ad¬ 
ministrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Retx>rting  periods  are 
January  1  to  Jime  30  and  July  1  to 
December  31,  except  that  the  initial  re¬ 
porting  period  i^all  commence  on  the 
date  the  Administrator  issues  notifica¬ 
tion  of  the  recordkeeping  requirements. 

( 3 )  Information  recorded  by  the  owner 
or  operator  and  copies  of  the  summariz¬ 
ing  reports  submitted  to  the  Adminis¬ 
trator  shall  be  retained  by  the  owner  or 
operator  for  2  years  after  the  date  chi 
which  the  pertinent  report  is  submitted. 

(4)  Emission  data  obtained  from  own¬ 
ers  or  operators  of  stationary  sources  will 
be  correlated  with  applicable  emission 
limitations  and  other  control  measures 
and  will  be  available  to  the  public  during 
normal  business  hours  at  the  Regional 
OfBce  (Region  VUI) . 

48.  Section  52.2325  is  amended  by  add¬ 
ing  paragraphs  (c)  and  (d)  as  follows: 

§  52.2325  Control  strategy:  Sulfur 

oxides. 

0  0  0  0  0 

(c)  Regulation  for  control  of  sulfur 
oxides  emissions  iWasatch  Front  Intra¬ 
state  Region).  (1)  No  owner  or  operator 
of  any  smelter  in  the  Wasatch  Front 
Intrastate  Region  (5  81.52  of  this  chap¬ 
ter)  shall  discharge  or  cause  the  dis¬ 
charge  of  sulfur  oxides  into  the  atmos¬ 
phere  in  excess  of  29,400  pounds  (13,300 
kg.)  per  hour. 

(2)  No  owner  or  operator  of  any 
smelter  subject  to  the  provisicms  of  sub- 
paragraph  (1)  of  this  paragraph  shall 
operate  any  facility  imless  all  sulfur  ox¬ 
ides  emitted  from  such  facility  are  vented 
by  an  exhaust  gas  system  to  the  atmos¬ 
phere  through  any  stack  or  stacks  serv¬ 
ing  such  facility. 

(3)  Cwnpliance  with  this  paragraph 
shall  be  in  accordance  with  the  provisions 
of  5  52.2327(b). 

(4)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  are  set  forth  below.  The 
methods  referenced  by  number  are  con¬ 
tained  in  the  appendix  to  Part  60  of  this 
chapter.  Equivalent  methods  and  proce¬ 
dures  may  be  used  if  approved  by  the 
Administrator. 

(i)  When  testing  facilities  controlled 
by  a  sulfuric  acid  plant,  the  test  methods 
and  procedures  shall  be  those  prescribed 
in  5  60.85  of  this  chapter,  except  that  the 
sampling  time  for  acid  plants  associated 
with  converters  shall  be  in  accordance 
with  subdivision  (v)  of  this  subpara¬ 
graph. 

(ii)  When  testing  uncontrolled  facili¬ 
ties  and  control  equipment  other  than 
acid  plants,  the  average  concentration 
of  sulfur  oxides  shall  be  determined  by 
using  Method  8,  except  that  the  sampling 
time  for  control  equipment  associated 
with  converters  shall  be  in  accordance 
with  subdivision  (v)  of  this  subpara¬ 
graph. 


(iii)  The  sampling  site  shall  be 
selected  according  to  Method  1  and 
the  sampling  point  shall  be  the  cen¬ 
troid  of  the  stack  or  duct. 

(iv)  The  volumetric  fiow  rate  of  the 
totex  effluent  shall  be  determined  by 
usirg  Method  2  and  traversing  ac- 
cartiiiig  to  Method  1.  Gas  analysis  shall 
be  i>erformed  by  using  the  integrated 
sample  technique  of  Method  3,  and 
moisture  content  shall  be  determined 
by  Method  4. 

(V)  The  sampling  time  for  testing 
converters  and  associated  control 
equipment  shall  be  for  one  complete 
converter  cycle.  For  all  other  imits,  the 
sampling  time  shall  be  2  hours  and 
the  minimum  sampling  volume  shall 
be  40  ft.*  (1.13  m.*). 

(vi)  All  tests  shall  be  conducted 
while  the  smelter  is  operating  at  or 
above  the  maximum  production  rate  at 
which  such  smelter  is  capable  of  being 
operated.  During  the  tests,  the  smelter 
shall  burn  fuels,  use  raw  materials, 
and  maintain  process  conditions  repre¬ 
sentative  of  normal  operation,  and 
shall  operate  under  such  other  relevant 
conditions  as  the  Administrator  shall 
specify. 

(5)  The  owner  or  operator  of  any 
smelter  subject  to  the  provisions  of 
subparagraph  (1)  of  this  paragraph 
shall  install,  or  cause  to  be  installed, 
an  instrument  for  continuously  mon¬ 
itoring  and  recording  sulfur  dioxide 
emissions  in  each  stack  which  would 
emit  5  percent  or  more  of  the  total 
uncontrolled  hourly  sulfur  oxides 
emissions  from  the  smelter. 

(i)  The  performance  and  operating 
specifications  of  instrument  (s)  and/or 
sampling  systems  to  be  installed  pur¬ 
suant  to  this  subparagraph  shall  be 
submitted  to  and  are  subject  to  ap¬ 
proval  by  the  Administrator.  A 
description  of  the  performance  and 
operating  specifications  of  the  instru¬ 
ment  (s)  and/or  sampling  systems  shall 
be  submitted  to  the  Administrator  not 
later  than  3  months  after  the  effec¬ 
tive  date  of  this  regulation.  Instru¬ 
ments  shall  be  maintained,  calibrated, 
and  operated  in  accordance  with  the 
methods  prescribed  by  the  manu¬ 
facturers  of  such  instrument(s) . 

(ii)  The  owner  or  operator  of  any 
smelter  shall  maintain  a  record  of  all 
measurements  required  by  this  sub- 
paragraph.  Measurement  results  shall 
be  expressed  in  the  units  prescribed 
by  the  emission  limitation  in  subpara¬ 
graph  (1)  of  this  paragraph  and  shall 
be  summarized  monthly.  The  record 
of  such  measurements  shall  be  retained 
for  at  least  2  years  following  the  date 
of  such  measurements. 

(iii)  The  continuous  monitoring  and 
recordkeeping  equipment  requirements 
of  this  subparagraph  shall  become  ap¬ 
plicable  6  months  after  the  effective 
date  of  this  regulation. 

(d)  Regulation  for  control  of  sulfur 
oxides  emissions  (.Four  Corners  Inter¬ 
state  Region).  (1)  No  owner  or  oper¬ 
ator  of  any  solid  fossil  fuel-fired  stesun 
generating  equipment  located  in  Emery 
County,  Utah,  which  has  a  total  rated 
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capacity  of  175  million  B.t.u.  per  hour 
or  greater  and  which  is  not  subject  to 
the  provisions  of  Part  60  of  this  chap¬ 
ter  shall  discharge  or  cause  the  dis¬ 
charge  of  sulfur  oxides  into  the 
atmosphere  in  excess  of  the  amount 
prescribed  by  the  following  equation: 


graph  (1)  of  this  paragraph  shall  be 
those  prescribed  for  nitrogen  oxides  in 
i  60.46  of  this  chapter,  and  the  test 
methods  and  procedures  used  to  deter¬ 
mine  compliance  with  subdivision  (iv) 
of  subparagraph  (1)  of  this  paragraph 
shatll  be  those  in  S  60.74  of  this  chapter. 


whether  or  not  the  required  increment 
of  the  Improved  compliance  schedule  has 
been  met. 

51.  Section  52.2328  is  amended  by 
adding  paragraph  (b)  as  follows: 

§  52.2328  Review  of  new  sources  and 
niodifirations. 

•  •  •  •  • 

(b)  Regulation  for  review  of  new 
sources  and  modifications.  (1)  This  re¬ 
quirement  is  applicable  to  any  stationary 
source  in  the  State  of  Utah,  the  construc¬ 
tion  or  modification  of  which  is  com¬ 
menced  after  the  effective  date  of  this 
regulation. 

(2)  No  owner  or  operator  shall  com¬ 
mence  construction  or  modification  of 
any  stationary  source  after  the  effec¬ 
tive  date  of  this  regulation  without  first 
obtaining  approval  from  the  Adminis¬ 
trator  of  the  location  of  such  source. 

(i)  Application  for  approval  to  con¬ 
struct  or  modify  shall  be  made  on  forms 
furnished  by  the  Administrator  or 
by  other  means  prescribed  by  the 
Administrator. 

(ii)  A  separate  application  is  required 
for  each  source. 

(iii)  Each  application  shall  be  signed 
by  the  applicant. 

(iv)  Each  application  shall  be  accom¬ 
panied  by  site  information,  stack  data, 
and  the  nature  and  amount  of  emissions. 
Such  information  shall  be  sufficient  to 
enable  the  Administrator  to  make  a  de¬ 
termination  pursuant  to  the  require¬ 
ments  of  subparagraph  (3)  of  this 
paragraph. 

(v)  Any  additional  information,  plsms, 
specifications,  evidence,  or  documenta¬ 
tion  that  the  Administrator  may  require 
shall  be  furnished  uix>n  request. 

(3)  No  approval  to  construct  or  mod¬ 
ify  will  be  granted  unless  the  applicant 
shows  to  the  satisfaction  cf  the  Admin¬ 
istrator  that  the  source  wLl  not  prevent 
or  interfere  with  attainment  or  mainte¬ 
nance  of  any  national  standard. 

(4)  The  Administrator  will  act  within 
60  days  on  an  application  and  will 
notify  the  applicant  in  writing  of  his 
approval  or  denial  of  the  application. 
The  Administrator  will  set  forth  his  rea¬ 
sons  for  any  denial. 

(5)  The  Administrator  may  cancel  an 
approval  if  the  construction  is  not  be¬ 
gun  within  2  years  from  the  date  of  is¬ 
suance,  or  if  during  the  construction, 
work  is  suspended  for  1  year. 

(6)  Approval  to  construct  or  modify 
shall  not  relieve  any  owner  or  operator 
of  the  responsibility  to  comply  with  all 
local.  State,  and  Federal  regulations 
which  are  part  of  the  applicable  plan. 

52.  Section  52.2330  is  amended  by  add¬ 
ing  paragraphs  (b)  and  (c)  as  follows: 

§  52.2330  Rulen  and  regulalionw:  |*ur- 
tiriilale  maltrr. 

•  •  •  «  « 

(b)  Replacement  for  section  3.5  (W^a- 
satch  Front  Intrastate  Region).  (1) 
Process  sources — No  owner  or  operator 
of  any  stationary  source  in  the  Wasatch 
Front  Intrastate  Region  (S  81.52  of  this 
chapter)  shall  discharge  or  cause  the 


E=5.7X10‘  s 
H 

Where 

£=Allowable  sulfur  oxides  emission  (lb./ 
10»  B.t.u.) 

5= Sulfur  content.  In  percent  by  weight, 
of  fuel  being  burned 
H  =  Heat  content  of  fuel  (B.t.u./lb.) . 

(2)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.2327(b). 

(3)  The  test  methods  and  procedures 
used  to  determine  compliance  with  this 
paragraph  shall  be  those  prescribed  for 
sulfur  oxides  in  S  60.46  of  this  chapter. 

49.  Section  52.2326  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.2326  Control  strategy:  Nitrogen 
dioxide. 


(b)  Regulation  for  control  of  nitrogen 
oxides  iWasatch  Front  Intrastate  Re¬ 
gion).  (1)  No  owner  or  c^jerator  of  any 
stationary  source  in  the  Wasatch  P^ont 
Interstate  Region  ({  81.52  of  this  chap¬ 
ter)  shall  discharge  or  cause  the  dis¬ 
charge  of  nitrogen  oxides  (expressed  as 
nitrogen  dioxide)  into  the  atmosphere 
in  excess  of: 

(1)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-fired  fuel 
burning  equipment  of  more  than  250 
million  B.t.u.  per  hour  heat  input. 

(ii)  0.30  lb.  per  million  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  fuel  burn¬ 
ing  equipment  of  more  than  250  million 
B.t.u.  per  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  burned  simultaneously  in  any 
combination  in  fuel  burning  equipment 
of  more  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  limi¬ 
tations  shall  be  determined  by  proration. 
Compliance  shall  be  determined  using 
the  following  formula: 

Z(0.20)  -|-W(0.30) 
x+y 

Where 

i=The  percent  of  total  heat  Input  derived 
from  gaseous  fossil  fuels. 

y  =  The  percent  of  total  heat  input  derived 
from  liquid  fossil  fuels. 

2= The  allowable  emissions  in  pounds  per 
million  B.t.u. 

(iv)  5.5.  lbs.  per  ton  (2.8  kg./metric 
ton)  of  100  percent  acid  produced  from 
nitric  acid  plants. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or  liq¬ 
uid  fossil  fuels  in  fuel  burning  equipment, 
the  emission  limitations  of  this  para¬ 
graph  shall  not  apply. 

f3)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  the  provi¬ 
sions  of  §  52.2327(b). 

(4)  The  test  methods  and  procedures 
used  to  determine  compliance  with  sub¬ 
divisions  (i),  (11),  and  (iii)  of  subpara¬ 


50.  Section  53.2327  is  amended  by  add¬ 
ing  paragraph  (b)  as  follows: 

§  52.2327  Compliance  st'liedulen. 


(b)  Federal  compliance  schedule.  (1) 
.Except  as  provided  in  subparagraph  (2) 
of  this  paragraph,  the  owner  or  opera¬ 
tor  of  any  stationary  source  subject  to 
§52.2325  (c)  or  (d),  §  52.2326(b),  or 
§  52.2330  (b)  or  (c),  shall  comply  with 
such  regulation  on  or  before  Decem¬ 
ber  31,  1973.  The  owner  or  operator  of 
any  source  subject  to  §  52.2325(d)  or 
§  52.2330(c)  of  this  chapter  which  has 
not  conunenced  operation  on  the  effec¬ 
tive  date  of  this  regulation  shall  comply 
with  such  regulation  at  the  time  opera¬ 
tion  is  commenced,  unless  a  compliance 
schedule  has  been  submitted  pursuant  to 
subparagraph  (2)  of  this  paragraph. 

(1)  Any  owner  or  operator  in  com¬ 
pliance  with  §  52.2325  (c)  or  (d), 

§  52.2326(b) ,  or  §  52.2330  (b)  or  (c)  on 
the  effective  date  of  this  regulation  shall 
certify  such  compliance  to  the  Adminis¬ 
trator  no  later  than  December  31,  1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  §  52.2325  (c) 
or  (d).  §  52.2326(b),  or  §52.2330  (b)  or 
(c)  after  the  effective  date  of  this  regu¬ 
lation  shall  certify  such  compliance  to 
the  Administrator  within  5  days  of  the 
date  compliance  is  achieved. 

(2)  Any  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 
(1)  of  this  paragraph  may,  no  later  than 
December  31,  1972,  submit  to  the  Admin¬ 
istrator  for  approval  a  proposed  com¬ 
pliance  schedule  that  demonstrates 
compliance  with  §  52.2326(b) ,  or  §52.2330 
(b)  or  (c)  as  expeditiously  as  prac¬ 
ticable  but  no  later  than  July  31,  1975, 
or  with  §  52.2325  (c)  or  (d)  as  expedi¬ 
tiously  as  practicable  but  no  later  than 
July  31,  1977. 

(I)  The  compliance  schedule  shall 
provide  for  periodic  increments  of 
progress  toward  compliance.  The  dates 
for  achievement  of  such  increments  shall 
be  specified.  Increments  of  progress 
shall  include,  but  not  be  limited  to: 
Letting  of  necessary  contracts  for  con¬ 
struction  or  process  changes,  if  appli¬ 
cable;  initiation  of  construction:  com¬ 
pletion  and  startup  of  control  systems; 
performance  tests;  and  submittal  of 
performance  test  analysis  and  results. 

(II)  Any  compliance  schedule  for  any 
stationary  source  subject  to  §  52.2325  (c) 
or  (d)  which  extends  beyond  July  31, 
1975,  shall  provide  for  interim  measures 
of  control  designed  to  reduce  the  impact 
of  emissions  from  such  source  on  public 
health. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days 
after  the  deadline  for  each  increment 
of  progress,  certify  to  the  Administrator 
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discharge  of  particulate  matter  into  the 
atmosphere  from  process  sources,  ex¬ 
cept  byproduct  coke  ovens,  in  excess  of 
the  hourly  rate  shown  In  the  following 
table  for  the  process  weight  rate  identi¬ 
fied  for  each  source : 


Process  weight  rate  Emission  rate 

(pounds  per  hours) :  (pounds  per  hour) 


100  _ 

200 

600  _ 

1,000 
5,000  ... 
10,000  _. 
20,000  ._ 
60,000  _. 
80,000  _. 
120,000  . 
160,000  . 
200,000  . 
1,000,000 
2,000,000 


0.  551 
0.877 
1.83 

2.58 

7.58 
12.00 

19.20 
40.00 

42.60 
46.30 
49.00 

61.20 
69.00 

77.60 


(1)  Interpolation  of  the  data  in  the 
table  for  process  weight  rate  up  to  60,000 
Ibs./hr.  shall  be  accompanied  by  use  of 
the  equation: 

g=4.10  P*  •^,  for  P<30  tons/hr. 

and  interpolation  and  extrapolation  of 
the  data  for  process  weight  rates  in  ex¬ 
cess  of  60,000  Ibs./hr.  shall  be  accom¬ 
plished  by  use  of  the  equation: 

E  =  55.0  P"  ”-40,  for  P>30  tons/hr. 
Where 

E=EmlssiODs  in  pounds  per  hour 

P=Process  weight  in  tons  per  hour. 

(ii)  Process  weight  is  the  total  weight 
of  all  materials  and  solid  fuels  introduced 
into  any  specific  process.  Liquid  and  gas¬ 
eous  fuels  and  combustion  air  will  not 
be  considered  as  part  of  the  process 
weight.  For  a  cyclical  or  batch  operation, 
the  process  weight  per  hour  will  be  de¬ 
rived  by  dividing  the  total  process  weight 
by  the  number  of  hours  in  one  complete 
oc>eration  from  the  beginning  of  any 
given  process  to  the  completion  thereof, 
exclu(Ung  any  time  during  which  the 
equipment  is  idle.  For  a  continuous  op¬ 
eration,  the  process  weight  per  hour  will 
be  derived  by  dividing  the  process  weight 
for  a  given  period  of  time  by  the  num¬ 
ber  of  hours  in  that  period. 

(2)  Fuel  burning  sources — No  owner 
or  operator  of  any  stati<mary  source  in 
the  Wasatch  Front  Intrastate  Region 
(§  81.52  of  this  chapter)  shall  discharge 
or  cause  the  discharge  of  particulate  mat¬ 
ter  into  the  atmosphere  from  fuel  burn¬ 
ing  equipment  in  excess  of  the  rate  set 
forth  in  the  following  table: 


Maximum 

allowable  em- 

missions  of  par- 

Total  rated  capacity 

ticulate  matter 

(I0»  B.t.u.  per  hour) 

(lbs.  per  I(P  B.t.u.) 

10  or  less _ 

. 0.60 

100 . 

. 0.42 

1,000  . . — 

. 0.29 

10,000  OT  more _ 

. 0.20 

The  allowable  emission  rate  for  equip¬ 
ment  having  an  intermediate  total  rated 
capacity  between  10  million  B.t.u.  and 
10,000  million  B.t.u.  per  hour  may  be  de¬ 
termined  by  the  formula: 


il=0.87C’-*“ 

Where 

X=The  allowable  emission  rate  In  lbs  ,  10* 
B.t.u. 

C=The  total  rated  capacity  In  10*  B.t.u.,/hr 

(3)  Incinerators — No  person  in  the 
Wasatch  Front  Intrastate  Region  (§81.52 
of  this  chapter)  shall  discharge  or  cause 
the  discharge  of  particulate  matter  into 
the  atmosphere  in  excess  of  0.16  pound 
(72.6  gm.)  per  100  pounds  (45.4  kg.)  of 
refuse  charged,  from  any  incinerator 
with  a  waste  burning  capacity  equal  to  or 
in  excess  of  10,000  pounds  (4,500  kg.)  per 
hour. 

(i)  Emission  tests  shall  be  conducted  at 
the  maximum  burning  capacity  of  the 
incinerator. 

(4)  Byproduct  coke  ovens — No  owner 
or  operator  of  byproduct  coke  ovens  in 
the  Wasatch  Front  Intrastate  Region 
(§  81.52  of  this  chapter)  shall  operate 
a  battery  of  coke  ovens  during  the  push¬ 
ing  and  charging  operaticms  in  such  a 
manner  as  to  cause,  permit,  or  allow  the 
emissions  of  particulate  matter  of  a  shade 
or  density  equal  to  or  darker  than  that 
designated  as  No.  1  on  the  Ringelmann 
Chart  or  20-percent  opacity. 

(i)  No  owner  or  operator  of  coke  ovens 
identified  in  subparagraph  (4)  of  this 
paragraph  shall  discharge  or  cause  the 
discharge  into  the  atmosphere  of  any 
visible  emissions  from  any  opening  on  the 
top  side  of  a  battery  of  coke  ovens,  ex¬ 
cept  for  periods  when  a  battery  of  coke 
ovens  is  being  charged. 

(ii)  No  owner  or  operator  of  coke 
ovens  identified  in  subparagraph  (4)  of 
this  paragraph  shall  discharge  or  cause 
the  discharge  into  the  atmosphere  of  any 
visible  emissions,  except  nonsmoking 
flame,  from  more  than  ten  (10)  percent 
of  the  coke  ovens  in  any  battery  at  any 
time  except  as  provided  in  subdivision 
(i)  of  this  subparagraph. 

(iii)  The  owner  or  operator  of  coke 
ovens  identified  in  subparagraph  (4)  of 
this  paragraph  shall  maintain  equipment 
in  good  condition.  Self -sealing  coke 
oven  doors  found  to  be  discharging  visi¬ 
ble  emissions  into  the  atmosphere  thirty 
(30)  minutes  or  more  after  an  oven  is 
charged  shall  be  adjusted,  repaired,  or 
replaced  prior  to  the  next  coking  cycle. 
Luted  doors  found  to  be  discharging  visi¬ 
ble  emissions  into  the  atmosphere  shall 
be  reluted  immediately. 

(iv)  No  owner  or  operator  of  coke 
ovens  identified  in  subparagraph  <4)  of 
this  paragraph  shall  operate  a  coke 
quenching  tower  imless  such  quenching 
tower  is  equipped  with  interior  baffles. 

(5)  The  test  methods  and  procedures 
used  to  determine  compliance  with  sub- 
paragraph  (1)  of  this  paragraph  are  set 
forth  below.  The  methods  referenced  are 
contained  in  the  appendix  to  Part  60 
of  this  chapter.  Equivalent  methods  and 
procedures  may  be  used  if  approved  by 
the  Administrator. 

(i)  For  each  sampling  rep>etition,  the 
average  concentration  of  particulate 
matter  shall  be  determined  by  using 
Method  5.  Traversing  diiring  sampling 
by  Method  5  shall  be  according  to  Method 
1.  The  minimum  sampling  time  shall  be 


2  hours  and  the  minimum  sampling 
volume  shall  be  60  ft.’  (1.70  m.’)  corrected 
to  standard  conditions  on  a  dry  basis. 

(ii)  The  voliunetric  flow  rate  of  the 
total  effluent  shall  be  determined  by  us¬ 
ing  Method  2.  Oas  analysis  shall  be  per¬ 
formed  using  the  integrated  sample  tech¬ 
nique  of  Method  3,  and  moisture  content 
shall  be  determined  by  the  condenser 
technique  of  Method  5. 

(iii)  All  tests  shall  be  conducted  while 
the  source  is  operating  at  or  above  the 
maximum  production  or  combustion  rate 
at  which  such  source  is  capable  of  being 
operated.  During  the  tests,  the  source 
shall  bum  fuels  or  combinations  of  fuels, 
use  raw  materials,  and  maintain  process 
conditions  representative  of  normal  op¬ 
eration,  and  shall  operate  imder  such 
other  relevant  conditions  as  the  Admin¬ 
istrator  shall  specify, 

(6)  The  test  methods  and  procedures 
used  to  determine  compliance  with  sub- 
paragraph  (2)  of  this  paragraph  shall  be 
those  prescribed  for  particulate  matter  in 
§  60.46  of  this  chapter. 

(7)  The  test  methods  and  procedures 
used  to  determine  compliance  with  sub- 
paragraph  (3)  of  this  paragraph  shall  be 
those  in  §  60.54  of  this  chapter. 

(8)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  §  52.2327(b) . 

(c)  Replacement  for  section  3.5  (Four 
Comers  Interstate  Region).  (1)  No 
owner  or  operator  of  any  fossil  fuel-fired 
steam  generating  equipment  located  in 
Emery  County,  Utah,  which  has  a  total 
rated  capacity  of  175  million  B.t.u.  per 
hour  or  greater  and  which  is  not  subject 
to  the  provisions  of  Part  60  of  this  title 
shall  discharge  or  cause  the  discharge 
of  particulate  matter  into  the  atmos¬ 
phere  in  excess  of  0.075  lbs.  per  10*  B.t.u. 
(0.135  g.  per  million  cal.)  heat  input. 

(2)  Compliance  with  this  paragraph 
shall  be  in  accordance  with  provisions 
of  §  52.2327(b). 

(3)  The  test  methods  sind  procedures 
used  to  determine  compliance  with  this 
paragraph  shall  be  those  prescribed  for 
particulate  matter  in  §  60.46  of  this 
chapter. 

Subpart  VV — Virginia 

53.  Section  52.2426  is  amended  by  add¬ 
ing  paragraph  (c),  as  follows: 

§  i>2.2426  C.onln>l  ><tratogy:  ^iilrogrii  di- 
ox  idr. 

<  «  *  •  ♦ 

(c)  Replacement  regulation  for  Vir¬ 
ginia  regulations  4.05.05(b)(2)(a)  and 
4.05.05(b)(2)(b)  (State  Capital  and 
Hampton  Roads  Intrastate  Regions) .  (1) 
No  owner  or  operator  of  any  stationary 
source  in  the  State  Capital  (§  81.145  of 
this  chapter)  or  Hampton  Roads  (§81.93 
of  this  chapter)  Intrastate  Regions  shall 
discharge  or  cause  the  discharge  of  nitro¬ 
gen  oxides  (expressed  as  nitrogen 
dioxide)  into  the  atmosphere  in  excess 
of: 

(i)  0.20  lb.  per  million  B.t.u.  (0.36  g. 
per  million  cal.)  from  gas-fired  fuel 
biuning  equipment  of  more  than  250 
million  B.t.u.  per  hour  heat  input. 

(ii)  0.30  lb.  per  million  B.t.u.  (0.54  g. 
per  million  cal.)  from  oil-fired  fuel  bum- 
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ing  equipment  of  more  than  250  million 
B.t.u.  per  hour  heat  input. 

(iii)  Where  gaseous  and  liquid  fossil 
fuels  are  biumed  simultaneously  in  any 
combination  in  fuel  burning  equipment 
of  more  than  250  million  B.t.u.  per  hour 
heat  input,  the  applicable  emission  limi¬ 
tation  shall  be  determined  by  proration. 
Compliance  shall  be  determined  by  using 
the  following  formiila: 

1(0.20) +y(0.30) 

2  = - ; - 

x+y 

Where 

x=The  percent  of  total  heat  Input  derived 
from  gaseous  fossil  fuels. 

y=:The  percent  of  total  heat  Input  derived 
from  liquid  fossil  fuels. 

2  =  The  allowable  emissions  In  lb.  per  mil¬ 
lion  B.t.u. 

(2)  Where  solid  fossil  fuels  are  burned 
simultaneously  with  gaseous  and/or 
liquid  fossil  fuels  in  fuel  burning  equip¬ 
ment,  the  emission  limitations  of  sub- 
paragraph  (1)  of  this  paragraph  shall 
not  apply. 

(3)  Compliance  with  this  piaragraph 
shall  be  in  accordance  with  the  pro¬ 
visions  of  §  52.2430(a). 

(4)  Test  methods  and  procedures  used 
to  determine  compliance  with  this  para¬ 
graph  shall  be  those  prescribed  for  nitro¬ 
gen  oxides  in  S  60.46  of  this  chapter. 

54.  In  Subpart  VV,  §  52.2430  is  added, 
as  follows: 

§  52.2430  Compliance  scheduler. 

(a)  Federal  compliance  schedule.  (1) 
Except  as  provided  in  subparagraph  (2) 
of  this  paragrtqih,  the  owner  or  operator 
of  any  stationary  source  subject  to 
§  52.2426(c)  shall  comply  with  such  reg¬ 
ulation  on  or  before  December  31,  1973. 


(1)  Any  owner  or  operator  in  compli¬ 
ance  with  S  52.2426(c)  on  the  effective 
date  of  this  regulation  shall  certify  such 
compliance  to  the  Administrator  no  later 
than  December  31, 1972. 

(ii)  Any  owner  or  operator  who 
achieves  compliance  with  S  52.2426(c) 
after  the  effective  date  of  this  regulation 
shall  certify  such  compliance  to  the  Ad¬ 
ministrator  within  5  days  of  the  date 
compliance  is  achieved. 

(2)  An  owner  or  operator  of  a  sta¬ 
tionary  source  subject  to  subparagraph 

(1)  of  this  paragraph  may,  no  later  than 
December  31, 1972,  submit  to  the  Admin¬ 
istrator  for  approval  a  proposed  compli¬ 
ance  schedule  that  demonstrates  compli¬ 
ance  with  §  52.2426(c)  as  expeditiously 
as  practicable,  but  no  later  than  July  31, 
1975.  The  compliance  schedule  shall  pro¬ 
vide  for  periodic  increments  of  progress 
toward  compliance.  The  dates  for 
achievement  of  such  increments  shall  be 
specified.  Increments  of  progress  shall 
include,  but  not  be  limited  to:  Letting 
of  necessary  contracts  for  construction 
or  process  changes,  if  applicable:  initi¬ 
ation  of  construction;  completion  and 
startup  of  control  system;  performance 
tests;  and  submittal  of  performance  test 
analysis  and  results. 

(3)  Any  owner  or  operator  who  sub¬ 
mits  a  compliance  schedule  pursuant  to 
this  paragraph  shall,  within  5  days  after 
the  deadline  of  each  increment  of  prog¬ 
ress,  certify  to  the  Administrator 
whether  or  not  the  required  increment 
of  the  approved  compliance  schedule  has 
been  met. 


Subpart  YY — Wisconsin 

55.  Section  52.2573  is  amended  by  add¬ 
ing  paragraph  (b),  as  follows: 

§  52.2573  General  requirement)*. 

♦  «  «  «  « 

(b)  Regulation  for  public  availability 
of  emission  data.  (1)  The  owner  or  oper¬ 
ator  of  any  stationary  source  in  the  State 
of  Wisconsin  shall,  upon  notification 
from  the  Administrator,  maintain  rec¬ 
ords  of  the  nature  and  amounts  of  emis¬ 
sions  from  such  soiu’ce  and/or  any  other 
information  as  may  be  deemed  necessary 
by  the  Administrator  to  determine 
whether  such  source  is  in  compliance 
with  applicable  emission  limitations  or 
other  control  measmes. 

(2)  The  information  recorded  shall 
be  summarized  and  reported  to  the  Ad¬ 
ministrator,  on  forms  furnished  by  the 
Administrator,  and  shall  be  submitted 
within  45  days  after  the  end  of  the  re¬ 
porting  period.  Reporting  periods  are 
January  1  to  June  30  and  July  1  to  De¬ 
cember  31,  except  that  the  initial  reix>rt- 
ing  period  shall  commence  cm  the  date 
the  Administrator  issues  notification  of 
the  recordkeeping  requirements. 

(3)  Information  recorded  by  the  own¬ 
er  or  operator  and  copies  of  the  sum¬ 
marizing  reports  submitted  to  the  Ad¬ 
ministrator  shall  be  retained  by  the 
owner  or  operator  for  2  years  after  the 
date  on  which  the  pertinent  report  is 
submitted. 

(4)  Emission  data  obtained  from 
owners  or  operators  of  stationary  sources 
will  be  correlated  with  applicable  emis¬ 
sion  limitations  and  other  control  meas¬ 
ures  and  will  be  available  to  the  pubUc 
during  normal  business  hours  at  the 
Regional  Oflttce  (Region  V) . 

[FR  Doc.72-11108  Piled  7-25-72;8:45  am) 
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